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PART III 
Stores Purchase 


Ayurveda Medical Education Department 
ദര്‍ഘാസ്‌ പരസ്യം 
(1) 
[നമ്പര്‍ 16 /2020-2] 


നമ്പര്‍ എസ്‌[-6338/2020/ആ.കോ. 2020 ഡിസംബര്‍ 15. 


തിരുവനന്തപുരം ഗവണ്‍മെന്റ്‌ ആയുര്‍വേദ കോളേജ്‌ 
രചനാശരീര വകുപ്പിലേക്ക്‌ ബോണ്‍സ്‌ മോഡലുകള്‍ റണ്ണിംഗ്‌ 
കോണ്‍ട്രാക്ട്‌ പ്രകാരം വിതരണം ചെയ്യുന്നതിന്‌ തയ്യാറുള്ള 
വരില്‍ നിന്നും മുദ്രവച്ച ദര്‍ഘാസുകള്‍ ക്ഷണിച്ചു 
കൊള്ളൂന്നു. 


അടങ്കല്‍ തുക 4,27,000. 


ഓരോ ദര്‍ഘാസുകളും ആയൂര്‍വേദ കോളേജ്‌ 
പ്രിന്‍സിപ്പാളിന്റെ മേല്‍വിലാസത്തില്‍ പ്രതേകം കവറിലാക്കി 
സീല്‍ ചെയ്ത്‌ കവറിന്‌ പുറത്ത്‌ “തിരുവനന്തപുരം സര്‍ക്കാര്‍ 
ആയുര്‍വേദ കോളേജ്‌ രചനാശരീര വകുപ്പിലേക്ക്‌ ബോണ്‍സ്‌ 
മോഡല്‍ റണ്ണിംഗ്‌ കോണ്‍ട്രാക്ട്‌ പ്രകാരം വിതരണം ചെയ്യുന്ന 
തിനുള്ള ടെണ്ടര്‍” എന്ന്‌ രേഖപ്പെടുത്തി 15-1-2021-ന്‌ മ മണി 
വരെ സമര്‍പ്പിക്കാവുന്നതാണ്‌. 15 -1-2021-ന്‌ 3 മണിക്ക്‌ 


ദര്‍ഘാസുകള്‍ നിയമാനുസരണം തുറക്കുന്നതായിരിക്കും. 


Gaz. No. 2/2021/DTP (Stores Purchase). 
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യാതൊരു കാരണവശാലും ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ കൈമാറ്റം 
ചെയ്യാന്‍ പാടില്ലാത്തതാകുന്നു. ദര്‍ഘാസ്‌ ഫോറങ്ങളുടെ 
വില്‍പ്പന 14-1-2021, 11 മണിക്ക്‌ അവസാനിക്കുന്നതാണ്‌. 
ഫോറങ്ങള്‍ തപാല്‍മാര്‍ഗ്ഗം ആവശ്യമുള്ളവര്‍ ദര്‍ഘാസ്‌ 
ഫോറത്തിന്റെ വിലയേക്കാള്‍ ₹ 50 കൂടുതല്‍ മണിയോര്‍ഡര്‍ 
ആയി അയയ്ക്കേണ്ടതാകുന്നു. ദര്‍ഘാസില്‍ രേഖപ്പെടുത്തി 
യിരിക്കുന്ന വില നിരക്കുകള്‍ ദര്‍ഘാസ്‌ അംഗീകരിച്ച്‌ നല്‍കുന്ന 
തീയതി മുതല്‍ ഒരു വര്‍ഷം വരെയുള്ള കാലയളവിനുള്ളില്‍ 
മാറ്റം വരുത്താന്‍ പാടില്ലാത്തതാകുന്നു. ഒരു ദര്‍ഘാസിന്റെ 
വില ₹ 1,500 ആണ്‌ ടെണ്ടര്‍ ഫോറം വാങ്ങുന്നതിനായി 
₹ 180 (SGST- £90 & ൨51- *90)-ന്റെ ഒറിജിനല്‍ ജി. എസ്‌. റ്റി. 
ചെലാന്‍ ഹാജരാക്കേണ്ടതാണ്‌|. ഡ്യൂപ്ലിക്കേറ്റ്‌ ഫോറത്തിന്റെ 
വില ₹ 840. 


പൂരിപ്പിച്ച ദര്‍ഘാസ്‌ 


രേഖപ്പെടുത്തിയ തുകയുടെ 1% തുക നിരത്ദ്രവൃമായി 


ഫോറത്തിനോടൊപ്പം 


തിരുവനന്തപുരം ആയുര്‍വേദ കോളേജ്‌ പ്രിന്‍സിപ്പാളിന്റെ 
പേരില്‍ എടുത്ത ഡിമാന്റ്‌ രഡാഫ്റ്റും ₹ 200-ന്റെ കേരള 
സംസ്ഥാന മുദ്രപ്പ്രരത്തില്‍ രേഖപ്പെടുത്തിയ ഒരു പ്രിലിമിനറി 
എഗ്രിമെന്റും ഹാജരാക്കേണ്ടതാണ്‌. ഏതൊരു ടെണ്ടറും കാരണം 
കാണിക്കാതെ നിരസിക്കാനോ മാറ്റിവയ്ക്കാനോ ഉള്ള 


12th Jan. 2021] 
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അധികാരം തിരുവനന്തപുരം ആയൂര്‍വേദ കോളേജ്‌ 


പിന്‍സി പ്പാളില്‍ നിക്ഷിപ്തമായിരിക്കും. ഏതെങ്കിലും 
കാരണത്താല്‍ 15-1-2021-ന്‌ സര്‍ക്കാര്‍ അവധി പ്രഖ്യാപിക്കുക 
യാണെങ്കില്‍ അടുത്ത (പവ്ൃത്തി ദിവസം അതേ സമയം 
ദര്‍ഘാസുകള്‍ തുറക്കുന്നതായിരിക്കും. കൂടുതല്‍ വിവരങ്ങള്‍ 
ആഫീസ്‌ സമയത്ത്‌ ആയുര്‍വേദ കോളേജ്‌ ഓഫീസില്‍ നിന്ന്‌ 


അറിയാവുന്നതാണ്‌. ഫോണ്‍ 0471-2460190 


[No. 16/2020-21] 


No. $1-6338/2020/AVC. 15th December 2020. 


Sealed competitive tenders are invited for the 
“Supply of Bones Models as per running contract in 
Rachanasareera Department, Govt. Ayurveda College, 
Thiruvananthapuram” as per the specification appended 
herewith for the year 2020-21. 


PAC will be % 4, 27,000. 


The envelopes containing the tender should bear the 
superscription “ Supply of Bones Models as per running 
contract in Govt. Ayurveda College, Thiruvananthapuram 
and other departments for the year 2020-21” addressed 
to the Principal, Government Ayurveda College, 
Thiruvananthapuram. The last date of the receipt of 
tenders will be on 15-1-2021, 2 p. m. The late tenders will 
not be accepted. The tenders will be opened on 15-1-2021, 
3 p.m. in the presence of the tenderers or their authorised 
representatives, who may be present at that time. 


Intending tenderer addressing application to the 
Principal, Govt. Ayurveda College, Thiruvananthapuram 
has to obtain the requisite tender forms in which tenders 
should be submitted. Application for the tender form 
should be accompanied by cash remittance of & 1,500 
[Original GST Chalan for = 180 (SGST-¥ 90 & CGST-% 90) 
should be submitted for obtaining tender form], which is 
the price fixed for a form and which is not refundable 
under any circumstances. Tender forms are not 
transferable. Sale of tender forms will be closed on 
14-1-2021, 11 am. Cheque, Postage Stamps etc. will not be 
accepted towards the cost of forms. Those who wish to 
purchase tender forms by post shall send an additional 
amount of = 50 by money order to cover postal charges. 
Duplicate tender forms, if required will be issued at % 840. 


Intending tenderers should submit an amount of 1% 
of the quote amount as Earnest Money Deposit by 
Demand Draft in favour of the Principal, Government 
Ayurveda College, Thiruvananthapuram together with an 
agreement in Kerala Stamp Paper worth = 200. The rate 
quoted shall remain firm for acceptance till one year from 
the date of acceptance. The Principal, Ayurveda College, 
Thiruvananthapuram will have powers to postpone/cancel 
the tender. If Government declares 15-1-2021 as a public 
holiday, the tender will be opened at the same time on 
next working day. Further details can be had from the 
office during office time. Phone 0471-2460190. 
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List oF ITEMS 








SL Item with Required Specificati 
No. Specification Quantity pecifleniion 
1 Articulated Human Skelton 1 For demonstration 
(original) 0 students in 
2 Human Ear Bone Set 1 practical class, 
. . original bone set 
mounted in plastic ം : 
is required 
3 Temporal Bone dissected 1 
showing ear ossicles 
4 Inner Ear Large Size-showing | 
cochlea vestibule & semi 
circular canals 
5 Bronchial Tree-Silicon model 1 





(2) 
[നമ്പര്‍ 15/2020-21] 


നമ്പര്‍ എസ്‌1-6047/2020/ആ.കോ. 2020 ഡിസംബര്‍ 21. 


തിരുവനന്തപുരം ഗവണ്‍മെന്റ്‌ ആയുര്‍വേദ കോളേജിലെ 
വിവിധ വകുപ്പുകളിലേക്ക്‌ കെമിക്കല്‍സ്‌ റണ്ണിംഗ്‌ 
കോണ്‍ട്രാക്ട്‌ പ്രകാരം വിതരണം ചെയ്യുന്നതിന്‌ തയ്യാറുള്ള 
വരില്‍ നിന്നും മുദ്രവച്ച ദര്‍ഘാസുകള്‍ ക്ഷണിച്ചു 
കൊള്ളൂന്നു. 


അടങ്കല്‍ തുക 171,677. 


ഓരോ ദര്‍ഘാസൂുകളും “തിരുവനന്തപുരം 
ആയൂര്‍വേദ കോളേജിലെ വിവിധ വകുപ്പുകളിലേക്ക്‌ 
കെമിക്കല്‍സ്‌ റണ്ണിംഗ്‌ കോണ്ടരരാക്ട്‌ പ്രകാരം വിതരണം 
ചെയ്യുന്നതിനുള്ള ടെണ്ടര്‍” എന്ന്‌ രേഖപ്പെടുത്തി 21-1-2021-ന്‌ 11 
മണിവരെ സമര്‍പ്പിക്കാവുന്നതാണ്‌. 21-1-2021-ന്‌ 12 മണിക്ക്‌ 
ദര്‍ഘാസുകള്‍ നിയമാനുസരണം തുറക്കുന്നതായിരിക്കും. 
യാതൊരു കാരണവശാലും ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ കൈമാറ്റം 
ചെയ്യാന്‍ പാടില്ലാത്തതാകുന്നു. ദര്‍ഘാസ്‌ ഫോറങ്ങളുടെ 
വില്‍പ്പന 20-1-2021, 3 മണിക്ക്‌ അവസാനിക്കുന്ന താണ്‌. 
ഫോറങ്ങള്‍ തപാല്‍മാര്‍ഗ്ഗം ആവശ്യമുള്ളവര്‍ ദര്‍ഘാസ്‌ 
ഫോറത്തിന്റെ വിലയേക്കാള്‍ ₹ 50 കൂടുതല്‍ മണിയോര്‍ഡര്‍ 
ആയി അയയ്ക്കേണ്ടതാകുന്നു. ദര്‍ഘാസില്‍ രേഖപ്പെടുത്തി 
യിരിക്കുന്ന വില നിരക്കുകള്‍ ദര്‍ഘാസ്‌ അംഗീകരിച്ച്‌ നല്‍കുന്ന 
തീയതി മുതല്‍ ഒരു വര്‍ഷം വരെയുള്ള കാലയളവിനുള്ളില്‍ 
മാറ്റം വരുത്താന്‍ പാടില്ലാത്തതാകുന്നു. ഒരു ദര്‍ഘാസിന്റെ 
വില ₹ 2700 ആണ്‌ ടെണ്ടര്‍ ഫോറം വാങ്ങുന്നതിനായി 
₹ 94 (൭൨51. ൪42 & ൨51. *42)-ന്റെ ഒറിജിനല്‍ ജി. എസ്‌. റ്റി. 
ചെലാന്‍ ഹാജരാക്കേണ്ടതാണ്‌|. ഡ്യൂപ്ലിക്കേറ്റ്‌ ഫോറത്തിന്റെ 
വില ₹ 392. 


ഗവ. 


പൂരിപ്പിച്ച ദര്‍ഘാസ്‌ ഫോറത്തിനോടൊപ്പം 
രേഖപ്പെടുത്തിയ തുകയുടെ 1% തുക നിരത്ദ്രവൃമായി 
തിരുവനന്തപുരം ആയുര്‍വേദ കോളേജ്‌ പ്രിന്‍സിപ്പാളിന്റെ 
പേരില്‍ എടുത്ത ഡിമാന്റ്‌ രഡാഫ്റ്റും ₹ 200-ന്റെ കേരള 
സംസ്ഥാന മുദ്രപ്പ്രരത്തില്‍ രേഖപ്പെടുത്തിയ ഒരു പ്രിലിമിനറി 
എഗ്രിമെന്റും ഹാജരാക്കേണ്ടതാണ്‌. ഏതൊരു ടെണ്ടറും കാരണം 
കാണിക്കാതെ നിരസിക്കാനോ മാറ്റിവയ്ക്കാനോ ഉള്ള 


12th Jan. 2021] 
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അധികാരം തിരുവനന്തപുരം ആയൂര്‍വേദ കോളേജ്‌ 


പിന്‍സി പ്പാളില്‍ നിക്ഷിപ്തമായിരിക്കും. ഏതെങ്കിലും 
കാരണത്താല്‍ 21-1-2021-ന്‌ സര്‍ക്കാര്‍ അവധി പ്രഖ്യാപിക്കുക 
യാണെങ്കില്‍ അടുത്ത (പവ്ൃത്തി ദിവസം അതേ സമയം 
ദര്‍ഘാസുകള്‍ തുറക്കുന്നതായിരിക്കും. കൂടുതല്‍ വിവരങ്ങള്‍ 
ഓഫീസ്‌ സമയത്ത്‌ ആയുര്‍വേദ കോളേജ്‌ ഓഫീസില്‍നിന്ന്‌ 


അറിയാവുന്നതാണ്‌. 


[No. 15/2020-21] 
No. $1-6047/2020/AVC. 21st December 2020. 


Sealed competitive tenders are invited for the “Supply 
of Chemicals as per running contract to Departments of 
Govt. Ayurveda College, Thiruvananthapuram” as per the 
list appended herewith for the year 2020-21. 


PAC will ൧0൦ 1,71,672. 


The envelopes containing the tender should bear the 
superscription “ Supply of Chemicals as per running 
contract in Departments of Govt. Ayurveda College, 
Thiruvananthapuram for the year 2020-21” addressed 
to the Principal, Government Ayurveda College, 
Thiruvananthapuram. The last date of the receipt of 
tenders will be on 21-1-2021, 11 a.m. The late tenders will 
not be accepted. The tenders will be opened on 
21-1-2021, 12 Noon in the presence of the tenderers or 
their authorised representatives, who may be present at 
that time. 


Intending tenderer addressing application to the 
Principal, Govt. Ayurveda College, Thiruvananthapuram 
has to obtain the requisite tender forms in which tenders 
should be submitted. Application for the tender form 
should be accompanied by cash remittance of ₹ 700 
[Original GST Chalan for = 84 (SGST-% 42 & CGST-¥ 42) 
should be submitted for obtaining tender form], which is 
the price fixed for a form and which is not refundable 
under any circumstances. Tender forms are not 
transferable. Sale of tender forms will be closed on 
20-1-2021, 3 p.m. Cheque, Postage Stamps etc. will not be 
accepted towards the cost of forms. Those who wish to 
purchase tender forms by post shall send an additional 
amount of = 50 by money order to cover postal charges. 
Duplicate tender forms, if required will be issued at 392. 


Intending tenderer should submit an amount of 1% 
of the quote amount as Earnest Money Deposit by 
Demand Draft in favour of the Principal, Government 
Ayurveda College, Thiruvananthapuram together with an 
agreement in Kerala Stamp Paper worth = 200. 
The rate quoted shall remain firm for acceptance till one 
year from the date of acceptance. The Principal, Ayurveda 
College, Thiruvananthapuram will have powers to 
postpone/cancel the tender. If Government declares 
21-1-2021 as a public holiday, the tender will be opened 
at the same time on next working day. Further details can 
be had from the office during office time. 
Phone 0471-2460190. 
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List oF ITEMS 





SI. 








No. Items Specification Quantity 
ന (2) 6) (4) 
1 Acetone 500 ml. bottle 3 Nos. 
2 Albumin 25 gm bottle 2 Nos. 
(Egg flakes) 
3. Ammonium 500 gm bottle 2 Nos. 
sulphate 
4 Blood grouping Anti A, Anti B, 2 packets 
sera Anti D 
5 Liquor ammonia 500 ml bottle 2 Nos. 
6 Benedict’s reagent 500 ml bottle 2 Nos. 
7 Barium chloride 500 ml bottle 2 Nos. 
8 = Spirit For lamp, 2 Nos. 
500 ml bottle 
9 Cotton roll Absorbent 8 rolls 
10 Distilled water 500 ml bottle 2 Nos. 
11 Fouchet’s reagent 125 ml bottle 3 Nos. 
12 Filter paper circle 12.5 cm diameter 4 packet 
100 Nos./packet 
13 Dextrose 500 gm bottle 1 No. 
anhydrous 
14 Leishman’s stain 250 ml bottle 2 Nos. 
15 RBC Diluting fluid 500 ml bottle 2 Nos. 
16 WBC Diluting fluid 500 ml bottle 2 Nos. 
17 Spirit For blood collection, 5 Nos. 
500 ml bottles 
18 Lancet Good quality 5 pkts 
(100 Nos./packet) 
19 Disposable Medium size 5 Boxes 
examination gloves (100 Nos./pkt) 
20 Tissue paper 11 rolls 
21 Formalin For Dissesection, 100 lit 
tank solution, 
paint solution etc. 
മാ Glycerine 100 lit 
23. Phenol 500x5 bottle 
24. Eyhyl alcohol 50 Litres 
(absolute alcohol) 
25 Acetone A.R/GR 4 Litres 
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26 Acetone HPLC grade 4 Litres 50 Picric acid 500 gm 
27 Petroleum ether 4 Litres 57 Dichloro methane 2.5 litre 
HPLC Grade 
58  Lugol iodine solution 500 ml 
28 Chloroform HPLC 4 Litres 
grade 59 ൨൨112504 500൩1 
2090 Ethylacetate HPLC 4 Litres 0 HNO3 500m1 
grade 
61 Lead acetate 100 gm 
30 Toluene HPLC grade 2 Litres 
6. Sodium oxalate crystal 500 gm 
31 Filter paper Whatman 5 packet 
No. 1, 90mm circles 69 Feling solution 500 ml 
32 Filter paper ordinary 25 packet 64  Streptozotocin 1 gm 
33 “Filter paper Whatman 3 packet 65 Ferric alum 500 gm 
No. 41.110 mm circles 
.. . 66 KMn04 500 gm 
34 Silica get for TLC (Merck, 8 Liters 
Claxo, BDH quoted) 67 Citric acid monohydrate 500 gm 
35 Ferric ammonium 1 Liter 68 Magnecium ribbon 3 
Sulphate AR 
6 Mayers reagent 125 ml 
36 Copper Sulphate AR 2 Litres 
37 Diethyl ether > Litres 70 Miconazole nitrate 5 gm 
38 Rubber tube good quality 3 Roll il 2A, Diehlerophenoxy 100 gm 
acetic acid 
39 Ammonia solution 1 Liter 
40 Hydrochloric acid 1 Liter i  Tsopropanol 25 Litre 
41 Sodium Potassium tartarate 3 Litres 73 Triphenyltetrazodium 10 gm 
hlorid 
42 Sodium hydroxide 1 Litre വെ 
43 Methanol GR 4 Litres 74 Sodium Hypochlorite 500 ml 
solution 
44 Methanol HPLC grade 5 Litres 
45 Cyclohexane HPLC grade 4 Litres 3 Absorbent coltan 8 Rell 
46 Dimethyl sulphoxide 9 Litres 76 Non absorbent cotton 8 Roll 
47 Iodine trichloride 2 Litres 77 Latex examination gloves 10 Box 
48 TLC Silica gel 60 F254 2 Box 78 Blue nitrile powder free 8 Box 
Aluminium sheets gloves 
49 Ferric chloride 500 gm 7 Surgical face mask 10 Box 
0 Butanol | Litre 80 Tissue paper rolls 10 Roll 
51 Deionized water 2 81 Gauze cloth 1 
2. Todine: vapour 100 gm 82 Surgical spirit 2 litres 
3 «Acetic acid 2 Litres 
; ; ; Office of the Principal, 
>4 Diethyl amine | Litre Govt. Ayurveda College, (Sd.) 
55 Glacial acetic acid 2 Litres Thiruvananthapuram. Principal. 
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ദര്‍ഘാസ്‌ പരസ്യം 
[നമ്പര്‍ 7/2020-21] 


നമ്പര്‍ എസ്‌-1812/2020/എ.വി.സി.എച്ച്‌. 2020 ഡിസംബര്‍ 8. 


കണ്ണൂര്‍ ഗവണ്‍മെന്റ്‌ ആയൂര്‍വേദ കോളേജ്‌ 
ആശുപ്ര്തിയിലെ ലാബിലേക്ക്‌ ആവശയമായ റീ ഏജന്റ്‌ 
വിതരണം ചെയ്യുന്നതിന്‌ മുദ്രവെച്ച ദര്‍ഘാസുകള്‍ ക്ഷണിച്ചു 
കൊള്ളുന്നു. “സൂപ്രണ്ട്‌, ഗവണ്‍മെന്റ്‌ ആയൂര്‍വേദ കോളേജ്‌ 
ആശുപ്രതി, കണ്ണൂര്‍, മെഡിക്കല്‍ കോളേജ്‌ പി. ഒ., പരിയാരം" 
എന്ന വിലാസത്തിലാണ്‌ ദര്‍ഘാസ്‌ അയയ്ക്കേണ്ടത്‌. ദര്‍ഘാസ്‌ 
കവറിന്‌ പുറത്ത്‌ “കണ്ണൂര്‍ ഗവണ്‍മെന്റ്‌ ആയൂര്‍വേദ കോളേജ്‌ 
ആശുപ്ര്രിയിലെ ലാബിലേക്ക്‌ ആവശ്യമായ റീ ഏജന്റുകള്‍" 
എന്ന്‌ രേഖപ്പെടുത്തിയിരിക്കണം. ദര്‍ഘാസില്‍ ലാബിലേക്ക്‌ 
ആവശ്യമായ റീ ഏജന്റുകള്‍ (ബാന്‍ഡ്‌ പേരും സ്പെസിഫി 
ക്കേഷനും രേഖപ്പെടുത്തിയിരിക്കേണ്ടതാണ്‌. പൂരിപ്പിച്ച 
ദര്‍ഘാസുകള്‍ 21-1-2021-ന്‌ വൈകുന്നേരം 3 മണിക്ക്‌ മുന്‍പ്‌ 
ഓഫീസില്‍ ലഭിച്ചിരിക്കണം. വൈകി കിട്ടുന്ന ദര്‍ഘാസുകള്‍ 
സ്വീകരിക്കുന്നതല്ല. ദര്‍ഘാസ്‌ വാങ്ങിയവരുടെയോ, അവരുടെ 
അംഗീകൃത പ്രതിനിധികളുടെയോ സാന്നിദ്ധ്യത്തില്‍ 21-1-2021-ന്‌ 
വൈകുന്നേരം 3.30-ന്‌ ദര്‍ഘാസ്‌ തുറക്കുന്നതായിരിക്കും. 
ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില ₹ 1,100 + 18% ജി.എസ്‌.ടി.--1% 
പ്രളയ സെസ്സ്‌, ടെണ്ടര്‍ രേഖകള്‍ ലഭിക്കുന്നതിന്‌ ജി.എസ്‌.ടി. 
ഒടൂക്കിയ രസീത്‌ ഹാജരാക്കേണ്ടതാണ്‌. ഫോറം തപാലില്‍ 
ലഭിക്കുവാന്‍ വിലയോടൊപ്പം ₹ 50 അധികമായി മണിയോര്‍ഡര്‍ 
അയയ്ക്കേണ്ടതാണ്‌. ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില നിശ്ചിതവും 
ഒരിക്കലും തിരിച്ചുനല്‍കാത്തതുമാണ്‌. ദര്‍ഘാസ്‌ മറ്റൊരാളുടെ 
പേരിലേക്ക്‌ മാറ്റാവുന്നതല്ല. ദര്‍ഘാസ്‌ ഫോറങ്ങളുടെ വില്‍പ്പന 
ഈ ഓഫീസില്‍ 1-1-2021-ന്‌ രാവിലെ 10 മണി മൂതല്‍ 
ആരംഭിക്കുന്നതും 20-1-2021-ന്‌ വൈകുന്നേരം ട മണിക്ക്‌ 
അവസാനിക്കുന്നതുമാണ്‌. ചെക്ക്‌, പോസ്റ്റല്‍ ഓര്‍ഡര്‍, 
ഡിമാന്റ്‌ (ഡാഫ്റ്റ്‌ തുടങ്ങിയവ സ്വീകരിക്കുന്നതല്ല. ഫോറങ്ങള്‍ 
വി.പി.പി. ആയി അയയ്ക്കുന്നതല്ല. ഡ്യൂപ്ലിക്കേറ്റ്‌ ഫോറങ്ങള്‍ 
ആവശ്യമെങ്കില്‍ (₹ ട50418% ജി.എസ്‌.ടി. --1% (്പളയ സെസ്സ്‌) 
ലഭിക്കുന്നതാണ്‌. പൂരിപ്പിച്ച ദര്‍ഘാസിനോടൊപ്പം 
രേഖപ്പെടുത്തിയ മൊത്തം തുകയുടെ 1% നിരത്ശ്രവ്യമായും 
= 200-9 മുദ്രക്കടലാസില്‍ അപ്പന്റിക്സ്‌ -17 പ്രകാരമുള്ള 
പ്രിലിമിനറി എഗ്രിമെന്റും സമര്‍പ്പിക്കേണ്ടതാണ്‌. 21-1-2021-ന്‌ 
സര്‍ക്കാര്‍ അവധി പ്രഖ്യാപിക്കുകയാണെങ്കില്‍ അടുത്ത 
പ്രവൃത്തി ദിവസം വൈകുന്നേരം 3.30-ന്‌ ടെണ്ടര്‍ തുറക്കുന്നതാ 
യിരിക്കും. ടെണ്ടര്‍ അംഗീകരിക്കാനോ നിരസിക്കാനോ ഉള്ള 
പൂര്‍ണ്ണ അധികാരം സൂര്രണ്ടിനായിരിക്കും. കൂടുതല്‍ വിവരങ്ങള്‍ 
ആശുപ്രതി ഓഫീസില്‍ നിന്നും പ്രവൃത്തി ദിവസങ്ങളില്‍ 
അറിയാവുന്നതാണ്‌. 


അടങ്കല്‍ തുക 3,30,000. 


[No. 7/2020-21] 


No. $-1812/2020/AVCH. Sth December 2020. 


Sealed competitive tenders are invited for the supply 
of Reagents for Laboratory of Government Ayurveda 
College Hospital, Kannur, Pariyaram for the year 2020-21. 


Tenders should be superscribed ‘‘Tender for the 
supply of Reagents addressed to the Superintendent, 
Government Ayurveda College Hospital, Kannur, 
Pariyaram”. Last date of receipt of duly filled tender form 


Gaz. No. 2/2021/DTP (Stores Purchase). 
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is 3 p. m. on 21-1-2021. Late tenders will not be accepted 
under any circumstances. Tenders will be opened at 
3.30 0. ൩. on 21-1-2020 in the presence of the tenderers 
or their authorized representatives, who may be present at 
that time. 


Estimated—¥ 3,30,000. 


Intending tenderers may on application to the 
Superintendent, Government Ayurveda College Hospital, 
Kannur, Pariyaram to obtain the required tender forms in 
which tenders should be submitted. Cost of original 
tender form is f 1,100+ 18% GST + 1% flood cess and 
duplicate form is = 550 + 18% GST + 1% flood cess. 
Those who wish to purchase tender form by post should 
send additional amount of = 50 as postage charge. The 
price fixed for a tender form or a set of form is not 
refundable under any circumstances. The tender forms are 
not transferable. The sale of tender form will be started at 
10 a. m. on 1-1-2021 and will be closed at 5 p. m. on 
20-1-2021. Demand Draft, Cheques, Postal order etc. will 
not be accepted towards the cost of tender forms. 
A preliminary agreement as per Appendix XVII of Store 
Purchase Manual Rules on Kerala Stamp paper worth 
= 200 together with an EMD of 1% of the total amount 
quoted not by a way of D.D should be attached with the 
tender form. The Superintendent, Government Ayurveda 
College Hospital, Kannur, Pariyaram has the right to 
accept or reject the tender. If 21-1-2021 will be declared 
as a public holiday, the tender will be opened at 
3.30 p. m. on the next working day. Those who wish to 
purchase tender form by post shall obtain the forms early 
to avoid postal delay. Further details can be had from the 
Hospital office during office time. 


Government Ayurveda College 
Hospital, Kannur, Pariyaram. 


(Sd.) 


Superintendent. 


Collegiate Education Department 
ലഘൂ ദര്‍ഘാസ്‌ പരസ്യം 
നം. 1/2020-21 (പ്ലാന്‍) 


നമ്പര്‍ എ3-1312/2020. 2020 ഡിസംബര്‍ 15. 


കണ്ണൂര്‍ കൃഷ്ണമേനോന്‍ ഗവണ്‍മെന്റ്‌ വനിത കോളേജില്‍ 
ഡവലപ്പ്മെന്റ്‌ ഓഫ്‌ ലാബ്‌, ലൈബ്രറി & ഫര്‍ണിച്ചര്‍ സ്‌കീം 
(പ്ലാന്‍ ഫണ്ട്‌ ) (പകാരം 2020-21 വര്‍ഷത്തേക്ക്‌ ലാബ്‌ 
എകു്റുപ്മെന്റ്‌ സ്‌ വിതരണം ചെയ്യുവാന്‍ താലപര്യമുള്ളവരില്‍ 
നിന്നും മുദ്രവെച്ച ദര്‍ഘാസുകള്‍ ക്ഷണിക്കുന്നു. ദര്‍ഘാസ്‌ 
സംഖ്യ * 2,09,060 ആണ്‌. 


മു്രവെച്ച കവറിനുമുകളില്‍ ”കെ.എം.എം. ഗവണ്‍മെന്റ്‌ 
വനിതാ കോളേജിലേക്ക്‌ 2020-21 വര്‍ഷത്തില്‍ ലാബ്‌ 
എക്യുപ്മെന്റ്‌ സ്‌ വിതരണം ചെയ്യുന്നതിന്‌” എന്ന്‌ 
രേഖപ്പെടുത്തി “പപിന്‍സിപ്പാള്‍, കെ.എം.എം. ഗവണ്‍മെന്റ്‌ 
വനിതാ കോളേജ്‌, പി. ഒ. പള്ളിക്കുന്ന്‌, കണ്ണൂര്‍” എന്ന 
വിലാസത്തില്‍ ലഭിക്കത്തക്കവിധം അയയ്ക്കേണ്ടതാണ്‌. 
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ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില ₹ ഒ (നികുതിയടക്കം), 
ഡ്യൂപ്ലിക്കേറ്റിന്റെ വില ₹ 336 ആകുന്നു. ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ 
വില തിരിച്ചു കൊടുക്കുന്നതല്ല. ദര്‍ഘാസ്‌ ഫോറങ്ങളുടെ 
വില്പന 21-1-2021-ന്‌ ഉച്ചയ്ക്ക്‌ 1 മണിക്ക്‌ അവസാനിക്കുന്ന 
താണ്‌. പൂരിപ്പിച്ച ദര്‍ഘാസുകള്‍ 21-1-2021-ന്‌ 2 മണിവരെ 
ഓഫീസില്‍ സ്വീകരിക്കുന്നതാണ്‌. അന്നുതന്നെ ഉച്ചയ്ക്ക്‌ 3 
മണിക്ക്‌ ദര്‍ഘാസുകാരുടെയോ അവരുടെ പ്രതിനിധികളുടെയോ 
സാന്നിധ്യത്തില്‍ ദര്‍ഘാസുകള്‍ തുറക്കുന്നതാണ്‌. ദര്‍ഘാസ്‌ 
ഫോറങ്ങള്‍ കൈമാറ്റം ചെയ്യാന്‍ പാടുള്ളതല്ല. 


ദര്‍ഘാസുകള്‍ തപാല്‍ മുഖാന്തരം ആവശ്യമുള്ള വര്‍ 
ആയതിന്‌ ₹ 709 (തപാല്‍ ചെലവടക്കം) പ്രിന്‍സിപ്പാളിന്റെ പേരില്‍ 
മണിയോര്‍ഡര്‍ അയയ്ക്കേണ്ടതാണ്‌. ചെക്കുകള്‍, ഡിമാന്റ്‌ 
(്യാഫ്റ്റ്‌ എന്നിവ സ്വീകരിക്കുന്നതല്ല. ദര്‍ഘാസുകളില്‍ രേഖപ്പെ 
ടുത്തിയ തുക എല്ല്ലാ നികുതികളും ഉള്‍പ്പെടെയായിരിക്കണം. 


പൂരിപ്പിച്ച ദര്‍ഘാസുകളോടൊപ്പം ഒരു (1%) ശതമാനം 
നിരക്കില്‍ (കുറഞ്ഞ തുക ₹ 1,500) നിരത്ദ്രവൃമായി കണ്ണൂര്‍ 
കെ.എം.എം. ഗവണ്‍മെന്റ്‌ വനിതാ കോളേജ പ്രിന്‍സിപ്പാളിന്റെ 
പേരില്‍ എടുത്ത ഡിമാന്റ്‌ ്രാഫ്റ്റ്‌ കേരള സര്‍ക്കാരിന്റെ ₹ 200 
വിലയുള്ള മൂദ്രപ്രതത്തില്‍ രേഖപ്പെടുത്തിയ എഗ്രിമെന്റിനോ 
ടൊപ്പം അയയ്ക്കേണ്ടതാണ്‌. ഏതൊരാളുടെയും ദര്‍ഘാസ്‌ 
കാരണം കൂടാതെ നിരസിക്കുവാനുള്ള അവകാശം പ്രിന്‍സിപ്പാളിന്‌ 
ഉണ്ടായിരിക്കും. കൂടുതല്‍ വിവരങ്ങള്‍ ഓഫീസില്‍ നിന്നും 
പ്രവൃത്തി ദിവസങ്ങളില്‍ ലഭിക്കുന്നതാണ്‌. 


[No. 1/2020-21 (Plan)] 


No. A3-1312/2020. 15th December 2020. 


Sealed tenders are invited for the supply of Lab 
Equipments to the Department of Physics under 
Development of Lab, Library & Furniture (Plan Scheme) 
2020-21 of K.M.M. Govt. Women’s College, Kannur for 
the year 2020-21 for an estimated cost of % 2,09,060 
(Rupees Two lakhs nine thousand and sixty only). 


The list of articles with required specification will be 
supplied along with the tender form. The tender should 
be superscribed as “Tender No. 1/2020-21 (Plan) for the 
supply of Lab Equipments to the Department of Physics 
under Plan Scheme 2020-21” and addressed to the 
Principal, K.M.M. Govt. Women’s College. Karinur, (P.O.) 
Pallikunnu, Pin-670 004. 


Cost of tender form (Original)—? 600 + %72 
(GST-12%) = & 672. 


Cost of tender form (Duplicate)—% 300 + F 36 
(GST-12%) = % 336. (Costs are non-refundable) 


The date and time of closing sale of tender form— 
21-1-2021, 1 p.m. 


Last date and time of receipt of tender form— 
21-1-2021, 2 p.m. 


Date and time of opening of tender form—21-1-2021, 
3 p.m. 


Tender forms can be had directly from the college 
office on all working days before 2 p.m. on remittance of 
the cost mentioned above. 
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The tender form if required by post will be send on 
payment of = 709 (cost of tender form % 600+72+37) 
(postage charge) by money order to the Principal, 
K.M.M. Govt. Women’s College. Kannur, (P.O.) Pallikunnu, 
Pin-670 004. Cheque or Demand Draft are not acceptable. 
The rate quoted should be inclusive of all taxes. 


The tenders received will be opened in the presence 
of such tenderers or their authorized representatives who 
may be present at that time. The tender forms are not 
transferable. Late tenders will not be accepted under at 
any circumstances. 


Intending tenders should deposit an amount of 1% 
of the total cost of the articles quoted as Earnest Money 
Deposit (This is subject toa minimum of & 1,500) in favour 
of the Principal. K.M.M. Govt. Women’s College. Kannur 
together with an agreement in Kerala Govt. Stamp paper 
worth % 200 towards the rate quoted remains firm till 
31-3-2021. The undersigned reserves the right to reject or 
accept any tender without assigning any reason. 


More details can be obtained from the College Office. 


List oF ITEMS 











SL. No. Item Required No. 
(1) (2) (3) 
1 Bob, simple Pendulum 1 
2 Boyle’s Law apparatus 2, 
3 Bread board 0 
4 _ Burette 3 
5 Calorimeter 0 
6 Capillary Tube 3 
7 Cardboard disc 3 
8 Carey Foster’s Bridge 1 
9 Castor oil lkg 1 

10 Circuit board 10 
11 Circular coil apparatus 1 
12 wire 30m 3 
13 CRO probes 6 
14 ~— Desoldering pump 5 
15 Digital Screw Gauge 4 
16 Digital Vernier Callipers 4 
17 Digital Thermometer 2 
18 Dry cell (1.5V, 9V) 6 
19 Electronic components (various)-sufficient 1 
20 Flannel 10 
21 Fly Wheel 1 
22 Fresnel biprism 2, 
23 Glass beakers 4 
24 Glass jar (1m) 2 
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(1) (2) (3) (1) (2) (3) 

5 Glass rods 4 45 Resistance wire 10m 1 

26 Glycerine 100ml 1 6 Rubber tube 10 

2] Hares apparatus 1 7 നല I 

28 Horse shoe magnet 2 48 Screw gauge 

29 Induction coil 4 49 Signal/function generator 4 

30 Katers pendulum with knife edge 1 ടി പത്യ ൂബ്ു I 

31 Kundts tube apparatus 1 > Soldering lead 500g 3 

32 Long knitting needle 2 2 Soldering wax-500g 3 

33 Lycopodium powder 500g 1 _ wan e ; ; 

‘ 3 onometer, For measuring 

34 Mirror strips 2 frequency of ac 

35 Mutipurpose stands and holder 2 55 Sading consent appara 4 

36 Newton’s law of cooling apparatus 1 6 Step down transtormer 2 

37 Oil Bath I 37 Table lamp 4 

38 Optic lever with clamp and 58 Table model moving coil Galvanometer 1 

holder to hold 
59 Test tube 8 

39 Paraffin Wax -500g 2 60 Thermometer 3 

ലം Prism (crown glass) 2 61 Tuning forks (various frequencies) 1 

ail Prism (link ghass) a 62 Vibration magnetometer (Searle’s) 2, 

ot Eris, (hollow) 2 63 Fire extinguisher 2 

43 Prism (Quartz) 2 

44 Resistance coil-temperature 5 Krishna Menon Memorial Govt. (Sd.) 

coefficient expt. Women’s College, Kannur. Principal. 





Fire and Rescue Services Department 


No. M1-3466/2020. 


e-TENDER NOTICE 


10th December 2020. 


e-Tender in two cover system are invited from competent manufacturers or their authorised dealers with adequate 


stock and spares and repair capabilities for the supply of 20 Nos. of Rubber Dinghy as per the specifications of this 


department. The tender is to be submitted as e-tenders through https://etenders.kerala.gov.in. Since this is an 


e-tender, only those bidders who have enrolled in the above portal with their own Digital Signature Certificate (DSC) can 


participate in the tender. 


e-Tender document and other details can be obtained from the above e-portal. The tender has two parts 


1. Technical bid. 


2. Financial bid (BOQ). 


Tender No. with PAC—KFRS- e-Tender No. 01/2020-21/SN—¥ 50 Lakhs. 


Closing date and time of e-tender—19-1-2021, 4 p. m. 


Last date and time of receipt of e-tender—19-1-2021, 4 p. m. 


Date of Samples/Documents/Presentations verification—23-1-2021, 2.30 p. m. 
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Date and time of opening of e-tender: 
1. Technical bid—23-1-2021, 11 a.m. 
2. Financial bid—25-1-2021, 4 p.m. (The date may change depending on the completion of technical evaluation) 


Cost of e-tender (online submission)\—% 10,000 + GS.T. @ 18% (GST shall be paid by the bidder through GST 


Payment methods in reverse charge basis). 
Date upto which the rates are to remain firm for acceptance—3 1-3-2022. 
EMD—1% of PAC in online payment. 


Security Deposit—5% of total contract amount. (To be furnished as bank guarantee of a Nationalised or 
Scheduled Commercial Bank.) 


Period of supply—Within 60 days from the date of supply order. 


The bidder desiring to take part in the bid shall log into https://etenders.kerala.gov.in and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of India. There are two 
options—State Bank of India Net banking payment, payment through MOPS from other banks to the payment gateway 
of SBI. 


For obtaining Digital Signature Certificate (DSC) and necessary portal enrolment bidders can visit the website 


https://etenders.kerala.gov.in. 


Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical & financial bids. If the date fixed for opening happens to 


be a holiday/due to internet failure, the tender will be opened in the next working day, at the same time. 


The tenderer, or his representative shall be physically present at the Fire and Rescue Services Headquarters on the 
date prescribed with the necessary documents and presentations on all the technical aspects of the equipment and 


accessories for the total understanding and verification of the technical committee. 
The price of the e-tender form shall be received only through online payment SBI/SBI MOPS. 
The cost should be quoted in Indian currency only. 
The tender has two covers: 


e Technical cover. 


e Financial cover. 
The first cover ie. the technical cover shall be uploaded with the following documents. 


1. Scanned copy of Departmental Technical specifications of the product intended to supply duly signed 
and stamped by the bidder. 


The Bidder should sign, stamp and upload the Departmental Technical specification as such along with the tender. 
Uploading the duly signed and stamped Departmental Technical Specification will be treated as the applicant is ready to 


supply the product as per the Departmental Technical Specification without any deviation. 


In case of any deviation from the Departmental Technical Specification, the bidder shall fill and upload specification 
compliance statement in the following proforma, clearly marking the details of deviation. The committee will check the 
admissibility of the deviation mentioned by the bidder and the tender will be admitted only if the deviation proposed by 
the bidder is acceptable for the Departmental Technical Committee. Deviations, if any, shall be strictly marked in the 
Specification Compliance Statement itself. If the applicant uploaded the Specification Compliance Statement and no 
marking is made in the column provided for marking deviation in the statement, it will be treated as the applicant is ready 


to supply the product as per the Departmental Technical Specification without any deviation. 
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Specification Compliance Statement for Rubber Dinghy 





Si. Detail of Departmental Deviation from Departmental 


Detail of the product offered 
No. Technical Specification Technical Specification, if any 


























2. Scanned copy of the agreement in the prescribed format in Kerala Stamp Paper worth & 200. 
3. Brochure of the product intended to supply. 
4. Work experience certificate, O.E.M. Authorisation letter and other relevant details. (as per the requirements) 


5. Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth % 200 to the effect that no 
Vigilance Case has been charge sheeted and pending trial at Court against him/his partner/s or any of his 
directors in connection with fabrication/supply of similar product made earlier to this department. 


1... (Name, Address, Firm), do hereby declare that no Vigilance Case have been charge 
sheeted and pending trial at Court against me, any of my partner/s or any of my directors, in connection with 
fabrication/supply of similar product made earlier to Kerala Fire and Rescue Services Department/Government of 


Kerala and none of us or our firm is blacklisted by any Government agencies/PSUs in Kerala. 


6. Paid receipt of the GST of Tender fee. (GST shall be paid by the bidder through GST payment methods in 
reverse charge basis). 


Pre bid meeting 


A pre bid meeting will be held at Fire and Rescue Services Headquarters, Thiruvananthapuram on the date and 
time as mentioned above. Bidders can participate in the pre bid meeting and clarify their doubts, if any. They can clarify 
their doubts by sending an e-Mail to hq.frs@kerala.gov.in and by contacting The Director (Technical), Fire and Rescue 
Services Hgrs., Thiruvananthapuram in Phone Number 09497920101. 


Tender opening and evaluation 


(a) Soon after the opening of the tender, the tenderers are requested to come to the Fire and Rescue Services 
Headquarters with documents and presentations on all the technical aspects of the equipment and accessories for the full 
understanding of the Head Office Purchase Committee (Technical), on the date specified. 


(b) There will not be any further communications about the opening of the technical and financial bids separately. 
Soon on opening the technical bid of e-tenders, the committee constituted to evaluate the technical aspects, will meet 
and scrutinize the technical specification of equipment submitted with the e-tender. 


(c) Technical expert of Bidder should be available for explaining all the aspects of the item, during the time of 
presentation and evaluation. 


(d) During evaluation, the tenders will be first evaluated for the compliance of Departmental Technical 
Specification. Only those tenders which comply the Departmental Technical Specifications will be considered for 
subsequent financial evaluation. 


(e) The financial bid belonging to those dealers/suppliers who qualified in the technical bid of the equipment as 
required above by Kerala Fire & Rescue Services Department alone will be considered. 


(f) On finalization of technical evaluation, the second cover i.e. the financial bid of the concerned competent firm 
will be evaluated by the Head Office Committee (Finance) for consideration. 


The bidder should upload the supporting documents along with the Technical cover. 


(g) The originals of all the required documents like Technical specification compliance statement of the product, 
Agreement in stamp paper worth = 200. The declaration on Kerala Stamp Paper worth = 200, Brouchers/Photograph of the 
item intended to supply, OEM Authorisation Letter and other required documents shall be produced before the 
undersigned soon after the Financial Bid opening. 


Gaz. No. 2/2021/DTP (Stores Purchase). 
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(h) After opening the financial bid, financial evaluation will be done and the details will be uploaded in the 
financial evaluation field of the e-tender site, only after consultation with the DPC. The decision of the DPC shall be final 
on the admissibility of the tender and thereafter awarding of the contract. 


(i) The right of acceptance or rejection of e-tender or cancelling the tender without assigning any reason, at any 
stage of tendering, is solemnly vested with the Director General, Kerala Fire and Rescue Services or a committee 
appointed by him. 


The rules and regulations prescribed for e-tenders by the Government of Kerala/Store Purchase Manual, 
Government of Kerala shall be applicable to this e-tender also. If any tenderer wants any clarification on any aspect of 
the tender, he/she can send email to dt.frs@kerala.gov.in or fax to 0471-2337422. 


Details with respect to the e-tender and the details of specifications of the item to be purchase can be obtained 
from the e-tender website https://etenders.kerala.gov.in. 


Any legal dispute that may arise in relation to the e-tender formalities will be restricted to the jurisdiction of 
Thiruvananthapuram District Court. 


SPECIFICATION For RUBBER DINGHY 


The equipment proposed is to be used by Fire & Rescue Services Personnel in rescue operations during incidents 
in water bodies evacuation in flood affected areas, transportation of medicines and essential commodities to the relief 
camps, emergency rescue tools and equipments to incident spots, attending stand by duties etc. 


One set of equipment shall include an Inflatable Rubber Dinghy with Floor Foard, Foot Pump and attachments for 
Air filling, Paddles, 50 Meter Braided Nylon Rope etc. 


Inflatable boat (Dinghy) 
(1) The Rubber Dinghy shall be inflatable with air pressure. 
(2) The Rubber Dinghy shall be suitable for 10 (Ten) persons, or for 1O000kgs weight. (Minimum) 


(3) There shall be two layers of material on lower tubes for better abrasion and puncture resistance and shall have 
reinforcing strips under air chambers, 


(4) The design of the Rubber Dinghy shall be such that, it shall have minimum four separate air chambers. Out of 
which minimum three air chambers shall be in main hull, and the left shall be in the inflatable keel. Minimum 
One Excess Pressure Relief Valve shall be there for each air chamber. 


(5) The hull, air tubes (Chambers) and Keels shall be made from hypalon/equivalent material with 1670 DENI, and 
IRS approved fabric material as per BSMA (British Standard Manufacture Association) 16/ IMO (International 
Maritime Organization), LSA (Life Saving Appliance) regulations shall be used. 


(6) The exterior size of the Rubber Dinghy shall not be less than 4200mm x 1800mm 


(7) The interior size of the Rubber Dinghy shall not be less than 2500mm x 950mm with provision for fixing two 
FRP seats/rectangular FRP box kept on the floor board/Inflatable Thwart Boat seat. 


(8) The Rubber Dinghy shall be provided with plastic coated Fibre Glass coated Heavy duty Aluminium Transom 
and the height of the transom shall not be less than 425mm.The transform shall be strong enough to fit and 
hold 25 HP OBM. 


(9) The air filling valves shall be one way type. 
(10) Diameter of the tube body shall not be less than 460mm. 
(11) There shall be inflatable keel not less than 7” diameter for stability in sea and swift water rescue. 
(12) The seams of the Rubber Dinghy shall be quadruple overlap. 
(13) There shall be 5/8” grab line along sides for safety. 
(14) The empty weight of dinghy including floor board shall not be more than 130 Kg. 


(15) The floor board shall be inter-locking type of Aluminium/HD polyethylene/Marrine Plywood (IS710 grade) duly 
encapsulated with FRP material with suitable carry bag. 


(16) There shall have built in oarlocks for easy rowing. 
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(17) 
(18) 
(19) 
(20) 
(21) 


(22) 
(23) 


(24) 
(25) 


(26) 
(27) 


The Rubber Dinghy shall have minimum four (4) carrying handles and front lifting handle. 
There shall be strakes around hull and under keel for extra protection. 

There shall be minimum Two Self Bailing Drain Valves. 

The Rubber Dinghy shall be supplied with a suitable Carrying Bag. 


The floor board shall be inter-locking type of Heavy duty Aluminium./High strength Tempered Anodized 
Marine Grade Alluminium Alloy. The bow part shall he made of Marine Plywood (IS 710 grade) and duly 
encapsulated with FRP/Heavy duty Aluminium. Channel of Aluminiurn Alloy shall be provided for the fitment 
of Floor board. 


The Floor Board set should be supplied with suitable carry bag. 


4 Paddles shall be supplied with each Rubber Dinghy, for emergency rowing. These should be Approved type 
and strong enough for Emergency Rescue Operations. 


The items shall be new, unused and suiting to latest design. 


The drawing, design, manufacturing materials are to be approved by IRS (Indian Register of Shipping). The 
manufacturing facility/works of the boat manufacturer should also be the approved by IRS. 


IRS approved drawing of general arrangement of Rubber Dinghy must be enclosed with the tender. 
Accessories: - 

The following accessories shall be supplied along with Dinghy 

High pressure Foot Air Pump with Hose Adaptor—2 Nos. 


(It should be high-volume air pump, made of rugged heavy-gauge plastic-PP & Nylon Fabric-and the air bellow 
is constructed with durable nylon fabric. It should also features a flexible 58"long non-kink hose with an 
adapter suit with HR valves. It should be used for both inflating and deflating. Air displacement should be 
5Litter per stroke (Approx.) 


Heavy duty Electric Inflation Pump—1 No. 


(It should be provided with a main motor + booster to increase flow and pressure. The two motors should 
work in parallel or the main motor operates alone: and this choice should be possible by means of the two 
starting buttons. 


Air flow—Should Not be less than 1200lpm in Basic mode and should not be less than 200lpm with Booster. 
Pressure—2 PSI (Basic mode) and 6PSI (with Booster) 
Heavy duty Dinghy Oars with aluminium handle and molded plastic blades—4 nos. 


(Length should be Not less than 48", Oar shaft should be made by Alluminuium for light weight but should be 
strong. The Blade should be Ribbed for added strength.) 


50 Meter 5/8 inch double braided Nylon Rope with stainless steelthimble—1 No. 
Life buoy—5 Nos. 

Life Jacket—10 Nos. 

Durable FRP seat—2 Nos. 

Repair Kit consisting of the following shall be supplied along with each unit: 
Rubber Patches —10 Nos. 

Adhesive—1 Kg. 


Air valves (Spare)—2 Nos. 
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(29) Storage Bag - Heavy duty storage bag for a).Hull, b). Floor board & Bow part and c). Oars & other 


accessories—1No. each. 


A warranty of 12 months shall be provided from the date of final acceptance. 


Any defect to the item within a period of 10 years shall be attended by the supplier and the firm will be 


responsible for the rectification of the same. 


1. Whether samples are — 
essential 


2. Period within which goods should — 
be delivered 


3. Rates should be quoted including — 
all taxes and transportation charge 
and rate of AMC 


4. Payment — 


5. Other Special Condition — 


Directorate of 

Fire and Rescue Services, Headquarters, 
Fire Force Junction, 
Thiruvananthapuram. 


Conditions 


Pamphlets, Photograph, Drawings CD etc. should be 
forwarded along with the tender. 


Within 60 days from the data of supply order. 


FOR., Thiruvananthapuram. 


100% Payment against delivery at Thiruvananthapuram and 
acceptance by an acceptance committee. 


1. 


A warranty of 36 months from the date of final acceptance 
of the item. 


EMD 1% of PAC in online payment. 


Security Deposit 5% of total contract amount to be 
furnished as mentioned in the Notice inviting e-Tender, 
which will be released after the expiry of the 
warantee period. 


Any firm whose proprietor, Partner or Director is involved in 
a Vigilance Case has been charge sheeted and pending trial 
at court in connection with fabrication/supply of 
similar product made earlier to this department/Kerala 
Government are not eligible to participate and shall be 
barred from participating in this tender. 


Anybody attempting to offer bribe or otherwise influence in 
any manner the officials of the Kerala Fire and Rescue 
Services or its supervisory levels in the Government will be 
disqualified. 


Full stock/spares and technicians shall be available in India 
and service should be available for any repair or 
maintenance within 48 hours of a call from this department. 


Tenderer must produce manufacturers (OEM) authorisation 
letter confirming uniterrupted supply, full compliance 
with tender specifications and spares back up for 10 years 
after commissioning of the equipment, along with 
Technical bid. The bidder shall have supplied at least 
10 Rubber Dinghy in past 5 years and documentary 
evidence i.e. Purchase orders etc. shall be uploaded 
along with the technical bid, otherwise offer 
will be liable to reject. 


R. SREELEKHA, IPS 
Director General. 
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Re-e-TENDER NOTICE 
No. CD1- 6670/2020. 18th December 2020. 


e-Tender in two cover system are invited from competent manufacturers or their authorised dealers with adequate 
stock and repair capabilities for the supply of 133 Nos. of Adult CPR Manikin as per the specifications of this 
department. The tender is to be submitted as e-tenders through https://etenders.kerala.gov.in. Since this is an e-tender, only 
those bidders who have enrolled in the above portal with their own Digital Signature Certificate (DSC) can participate in 


the tender. 

e-Tender document and other details can be obtained from the above e-portal. The tender has two parts: 
1. Technical bid. 
2. Financial bid (BOQ). 

Tender No. with PAC—KFRS-CD-Re-e-Tender No. 5/2020-21/SN—% 14.63 Lakhs. 

Date of Pre bid meeting—28-12-2020, 11 a. m. (through online). 

Date of Samples/Documents/Presentations Verification—21-1-2021, 11.30 2.൩. 

Closing date and time of e-tender—15-1-2021, 4 p. m. 

Last date and time of receipt of e-tender—15-1-2021, 4 p. m. 

Date and time of opening of e-tender: 


1. Technical bid—21-1-2021, 11.00 a. m. 


2. Financial bid—22-1-2021, 11 a.m. (The date may change depending on the completion of technical evaluation). 


Cost of e-tender (online submission)—% 2,200 + G.S.T. @ 18% (GST shall be paid by the bidder 
through GST payment methods in reverse charge basis). 


Date upto which the rates are to remain firm for acceptance—31-3-2021. 
EMD—1% of PAC in online payment. 


Security Deposit—5% of total contract amount. (To be furnished as bank guarantee of a nationalised or 


Scheduled Commercial Bank by the successful bidder) 
Period of supply—Within 45 days of from the date of supply order. 


The bidder desiring to take part in the bid shall log into https://etenders.kerala.gov.in and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of India. There are two 
options—State Bank of India Net banking payment, payment through MOPS from other banks to the payment gateway 
of SBI. 


For obtaining Digital Signature Certificate (DSC) and necessary portal enrolment bidders can visit the website 


https://etenders.kerala.gov.in. 


Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical & financial bids. If the date fixed for opening happens to 


be a holiday/due to internet failures, the tender will be opened in the next working day, at the same time. 


The tenderer, or his representative shall be physically present at the Fire and Rescue Services Headquarters on the 
date prescribed, with the necessary documents and presentations on all the technical aspects of the equipment and 


accessories for the total understanding and verification of the technical committee. 
The price of the e-tender form shall be received only through online payment SBI/SBI MOPS. 


Gaz. No. 2/2021/DTP (Stores Purchase). 
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The cost should be quoted in Indian currency only. 


The tender has two covers: 
e Technical cover. 
e Financial cover. 
The first cover ie. the technical cover shall be uploaded with the following documents: 


1. Scanned copy of Departmental Technical specifications of the product intended to supply duly signed 
and stamped by the bidder. 


The Bidder should sign, stamp and upload the Departmental Technical specification as such along with the tender. 
Uploading the duly signed and stamped Departmental Technical Specification will be treated as the applicant is ready to 
supply the product as per the Departmental Technical Specification without any deviation. 


In case of any deviation from the Departmental Technical Specification, the bidder shall fill and upload specification 
compliance statement in the following proforma, clearly marking the details of deviation. The committee will check the 
admissibility of the deviation mentioned by the bidder and the tender will be admitted only if the deviation proposed by 
the bidder is acceptable for the Departmental Technical Committee. Deviations, if any, shall be strictly marked in the 
Specification Compliance Statement itself. If the applicant uploaded the Specification Compliance Statement and no 
marking is made in the column provided for marking deviation in the statement, it will be treated as the applicant is ready 
to supply the product as per the Departmental Technical Specification without any deviation. 


Specification Compliance Statement for Adult CPR Manikin 





SI. Detail of Departmental Detail of the product offered Deviation from Departmental 


No. Technical Specification Technical Specification, if any 


























2 Scanned copy of the agreement in the prescribed format in Kerala Stamp Paper worth ₹ 200. 
3. Brochure of the product intended to supply. 
4. Work experience certificate, O.E.M. Authorisation letter and other relevant details (as per the requirments). 


5. Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth % 200 to the effect that no 
Vigilance Case has been charge sheeted and pending trial at Court against him/his partner/s or any of his 


directors in connection with fabrication/supply of similar product made earlier to this department. 


1. (Name, Address, Firm), do hereby declare that no Vigilance Case have been charge 
sheeted and pending trial at Court against me, any of my partner/s or any of my directors, in connection with 
fabrication/supply of similar product made earlier to Kerala Fire and Rescue Services Department/Government of 


Kerala and none of us or our firm is blacklisted by any Government agencies/PSUs in Kerala. 


6. Paid receipt of the GST of tender fee. (GST shall be paid by the bidder through GST payment methods in 
reverse charge basis.) 


Online Pre bid meeting 


Online pre bid meting will be held on the date and time mentioned above. Bidders can participate in 
the pre bid meeting through the link meet.google.com/zia-ottn-itf and clarify their doubts, ifany. They can 
clarify their doubts by sending an e-Mail to hq.frs@kerala.gov.in and by contacting The Director (Technical), 
Fire and Rescue Services Hqrs, Thiruvananthapuram in Phone Number-09497920101. 
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Tender Opening and Evaluation 


(a) Soon after the opening of the tender, the tenderers are requested to come to the Fire and Rescue Services 
Headquarters with documents and presentations on all the technical aspects of the equipment and accessories for the full 
understanding of the Head Office Purchase Committee (Technical), on the date specified. 


(b) Sample of Adult CPR Manikin should be produced before the Committee for Technical Evaluation, which would 
be subjected to test by the departmental personnel. Technical expert of Bidder should be available for explaining all the 
aspects of the item. 


(c) There will not be any further communications about the opening of the technical and financial bids separately. 
Soon on opening the technical bid of e-tenders, the committee constituted to evaluate the technical aspects, will meet 
and scrutinize the technical specification of equipment submitted with the e-tender. 


(d) Technical expert of Bidder should be available for explaining all the aspects of the item, during the time of 
presentation and evaluation. 


(e) During evaluation, the tenders will be first evaluated for the compliance of Departmental Technical Specification. 
Only those tenders which comply the Departmental Technical Specifications will be considered for subsequent financial 
evaluation. 


(f) The financial bid belonging to those dealers/suppliers who qualified in the technical bid of the equipment as 
required above by Kerala Fire & Rescue Services Department alone will be considered. 


(g) On finalization of technical evaluation, the second cover i.e. the financial bid of the concerned competent firm 
will be evaluated by the Head Office Committee (Finance) for consideration. 


The bidder should upload all the supporting documents along with the Technical cover. 


(h) The originals of all the required documents like Technical specification compliance statement of the product, 
Agreement in Kerala Stamp Paper worth 200, 11൦ declaration on Kerala Stamp Paper worth = 200 Brouchers/Photograph 
of the item intended to supply, OEM Authorisation Letter and other required documents shall be produced before the 
undersigned soon after the Financial Bid opening. 


(i) After opening the financial bid, financial evaluation will be done and the details will be uploaded in the 
financial evaluation field of the e-tender site, only after consultation with the DPC. The decision of the DPC shall be 
final on the admissibility of the tender and thereafter awarding of the contract. 


0) The right of acceptance or rejection of e-tender or cancelling the tender without assigning any reason, at any 
stage of tendering, is solemnly vested with the Director General, Kerala Fire and Rescue Services or a committee 
appointed by him. 


The rules and regulations prescribed for e-tenders by the Government of Kerala/Store Purchase Manual, 
Government of Kerala shall be applicable to this e-tender also. If any tenderer wants any clarification on any aspect of 
the tender, he/she can send email to dt.frs@kerala.gov.in or fax to 0471-2337422. 


Details with respect to the e-tender and the details of specifications of the item to be purchase can be obtained 
from the e-tender website https//etenders.kerala.gov.in. 


Any legal dispute that may arise in relation to the e-tender formalities will be restricted to the jurisdiction of 
Thiruvananthapuram District Court. 


Technical Specifications 
1. It should have all anatomical landmarks relevant to Adult CPR. 


2. Should be able to perform mouth to mouth with option of noise pinching, mouth to mask and bag mask 
ventilation. 


3. Chest rise should be with correct ventilations. 
4. Should be able to mimic airway obstruction which can be relieved by Head tilt chin lower. 


5. It should have realistic chest compression resistance. 


347 


12th Jan. 2021] STORES PURCHASE 32 





6. Single manikin should perform both adult and child CPR by a selector switch. 


7. There should be audible feedback about adequate chest compressions. 


8 Must include disposable lung bags, and a carry bag. 


9. There should be system to prevent possible infections due to multi user in training sessions 


10. AED compactible 


11. Must be CE certified. 


12. Sample of the Adult CPR Manikin should be produced at the time of Technical Evaluation. 


1. Whether samples are essential 


2. Period with in which goods should 


be delivered 


3. Rates should be quated including 


all taxes and transportation charge. 


4. Payment 


5. Other Special Conditions 1. 


Directorate of Fire and Rescue Services Headquarters, 


Fire Force Junction, Thiruvananthapuram. 


Conditions 


Pamphlets, Photograph etc. should be forwarded along with 
the tender. Samples shall be produced which may be subjected 


to tests by the departmental personnel. 


Within 45 days from the date of supply order. 


F. O. R. Thiruvananthapuram. 


100% payment against delivery at Thiruvananthapuram and 


final acceptance by an acceptance committee. 


A Warranty of 12 months from the date of successful final 


receipt of the item. 
EMD-1% of PAC in online payment. 


Security deposit 5% of total contract amount to be furnished as 
mentioned in the Notice inviting e-Tender, which will be 


released after the expiry of the warrantee period. 


Any firm whose proprietor, Partner or Director is involved in 
a Vigilance Case has been charge sheeted and pending 
trial at court in connection with fabrication/supply of similar 
product made earlier to this department/Kerala 
Government are not eligible to participate and shall be barred 


from participating in this tender. 


Anybody attempting to offer bribe or otherwise influence in any 
manner the officials of the Kerala Fire and Rescue Services or 


its supervisory levels in the Government will be disqualified. 


Tenderer must produce Manufacturers (OEM) authorization 
letter confirming uninterrupted supply, full compliance with 


tender specifications, along with technical bid. 


R. SREELEKHA LP.S., 


Director General. 
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Health Services Department 
ദര്‍ഘാസ്‌ പരസ്യം 


നമ്പര്‍ എച്ച്‌.റ്റി. 2-79632/2020. 2020 ഡിസംബര്‍ 21. 


ആരോഗ്യ വകുപ്പ്‌ ഹെല്‍ത്ത്‌ (്രാന്‍സ്പോര്‍ട്ട്‌ സെന്്രല്‍ 
വര്‍ക്ക്‌ ഷോപ്പി ലേക്ക്‌ പുതിയ ബാറ്ററി വാങ്ങുന്നതിനായി 
ജി. എസ്‌. ടി. രജിസ്‌ട്രേഷന്‍ ഉള്ള അംഗീകൃത കമ്പനികളില്‍ 
നിന്നോ വിതരണക്കാരില്‍ നിന്നോ വ്യക്തിയില്‍ നിന്നോ 
മല്‍സരസ്വഭാവമുള്ള ടെണ്ടറുകള്‍ ക്ഷണിച്ചുകൊള്ളുന്നു. 








ക്രമ ബാറ്ററിയുടെ ന റിമാര്‍ക്സ്‌ 
നമ്പര്‍ വിവരങ്ങള്‍ ണ്‌ 
1 12 Volt 5 ഏത്‌ ബ്രാന്റ്‌ ആണ്‌ ക്വാട്ട്‌ 
65 AH ചെയ്തിട്ടുള്ളതെന്ന്‌ 
ബാറ്ററി വൃക്തമാക്കേണ്ടതാണ്‌ 
2 12 Volt 15 സപ്ലൈ ചെയ്യുവാന്‍ 
70 AH ഉദ്ദേശിക്കുന്ന ബാറ്ററി 
ബാറ്ററി മുന്‍നിര ഓട്ടോമൊബൈല്‍ 
കമ്പനികള്‍ അവരുടെ 
ഉത്പന്നങ്ങളില്‍ ഉപയോഗി 
ക്കുന്നത്‌ (Fitted as OE) 
എന്ന്‌ സാക്ഷ്ൃപ്പെടുത്തുന്ന 
രേഖകള്‍ തെളിവ്‌ സഹിതം 
ഹാജരാക്കേണ്ടതാണ്‌. 
3 12 Volt 20 
80 AH 
ബാറ്ററി 





താല്‍പര്യമുള്ള വൃക്തികളോ സ്ഥാപനങ്ങളോ ടെണ്ടര്‍ 
ഫോറത്തിനായി $ 1,500 : 18% ജി. എസ്‌. ടി. സ്ഥാപനത്തിന്റെ 
അക്കൌണ്ടില്‍ ഒടുക്കിയ ജി. എസ്‌. ടി.-യുടെ ചെല്ലാന്റെ 
സാക്ഷ്യപ്പെടുത്തിയ പകര്‍പ്പ്‌ സഹിതം ഈ കാര്യാലയത്തിലെ 
എ. ഡി. സെക്ഷനിലെ ക്യാഷ്‌ കൌണ്ടറില്‍ അടച്ച്‌ രസീത്‌ 
ഉള്‍പ്പെടെ സ്റ്റേറ്റ്‌ ഹെല്‍ത്ത്‌ ര്രാന്‍സ്‌ പോര്‍ട്ട്‌ ഓഫീസര്‍, 
ആരോഗ്യ വകുപ്പ്‌ ഡയറക്ടറേറ്റ്‌, തിരുവനന്തപുരം എന്ന 
മേല്‍വിലാസത്തില്‍ അപേക്ഷ നല്‍കേണ്ടതാണ്‌. 


അടങ്കല്‍ തുക-$ 2,77,000. 
നിരത്ദ്രവ്യ--% 


ടെണ്ടര്‍ ഫോമുകളുടെ അവസാന വില്‍പ്പന തീയതിയും 
സമയവും൦--18-1-2021, 3 മണി 


ലഭിക്കേണ്ട 
സമയവും--19-1-2021, 3 മണി. 


ടെണ്ടര്‍ അവസാന തീയതിയും 


ടെണ്ടര്‍ തുറക്കുന്ന തീയതിയും സമയവും--19-1-2021, 
4 മണി. 


ടെണ്ടര്‍ ഫോമിന്റെ വില--1,500 5- 18% ജി.എസ്‌.ടി. 
സ്ഥാപനത്തിന്റെ അക്കാണ്ടില്‍ ഒടുക്കിയ ജി.എസ്‌. ടി.-യുടെ 
ചെല്ലാന്റെ സാക്ഷ്യപ്പെടുത്തിയ പകര്‍പ്പ്‌ സഹിതം 


ഡ്്യൂപ്ലിക്കേറ്റിന്റെ വില--750 1 13% ജി.എസ്‌.ടി. 
സ്ഥാപനത്തിന്റെ അക്കനണ്ടില്‍ ഒടുക്കിയ ജി.എസ്‌. ടി.-യുടെ 
ചെല്ലാന്റെ സാക്ഷ്യപ്പെടുത്തിയ പകര്‍പ്പ്‌ സഹിതം. 
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നിരത്ശ്രവ്യം തിരുവനന്തപുരം എസ്‌. ബി. ഐ.-യില്‍ 
മാറ്റത്തക്കവിധത്തില്‍ ഡി. ഡി. ആയി എടുക്കേണ്ടതാണ്‌. 
ദര്‍ഘാസുകളോടൊപ്പം $ 200 രൂപയുടെ ഗവണ്‍മെന്റ്‌ 
മുര്ദപ്രതത്തില്‍ എഗ്രിമെന്റ്‌ ടെണ്ടറിന്റെ 
സമര്‍പ്പിക്കേണ്ടതാണ്‌. താമസിച്ച്‌ കിട്ടുന്ന ടെണ്ടറുകളും 
റിമാര്‍ക്സ്‌ കോളത്തില്‍ നല്‍കിയിരിക്കുന്ന വൃവസ്ഥകള്‍ 
പാലിക്കാത്ത ടെണ്ടറുകളും സ്വീകരിക്കുന്നതല്ല. ദര്‍ഘാസുകള്‍ 
സമര്‍പ്പിക്കുന്നവര്‍ അവര്‍ നിര്‍ദ്ദേശിച്ചിട്ടുള്ള ട്രേഡ്‌ സാമ്പിളുകള്‍ 
പരിശോധനക്കായി അവരുടെ ചെലവില്‍ നല്‍കേണ്ടതാണ്‌. 


കൂടെ 


കാരണം കാണിക്കാതെ ടെണ്ടര്‍ നിരസിക്കാനുള്ള 
അധികാരം ആരോഗു വകുപ്പ്‌ ഡയറക്ടറില്‍ നിക്ഷിപ്തമാണ്‌. 
ടെണ്ടര്‍ ഫോമുകളുടെ വില തിരിച്ച്‌ നല്‍കുന്നതല്ല. 
ആരോഗു വകുപ്പ്‌ ഡയറക്ടറേറ്റ്‌, (പ്പ്‌) 


തിരുവനന്തപുരം. ഡയറക്ടര്‍. 


Irrigation Department 


e-TENDER NOTICE 
() 
[No. CE (MECHYT/10/2020-21] 


No. CMU/P/1654/2020. 23rd December 2020. 


The Superintending Engineer & Deputy Chief 
Engineer, Mechanical, PWD, Irrigation Department, 
Thiruvananthapuram for and on behalf of the Governor 
of Kerala invites e-tender in single cover system from 
the original manufacturers or their authorized dealers for 
the “Supply and trial operation of 1 No. 200T Capacity 
Compression Proving Ring with 2 years warranty to 
KHRI, Trivandrum’. 


In accordance with respective specification 
for supply and trial running of the machines as 
shown in tender schedule of this tender document, 
the tender is to be submitted as e-tenders through 
http://etenders.kerala.gov.in. Since this is an e-tender, only 
those bidders who have enrolled in the above portal with 
their own Digital Signature Certificate (DSC) can 
participate in the tender. E-tender document and other 
details can be obtained from the above portal. 


Cost of tender documents—¥ 500 + 10% (Total % 600) 


Document sale starting date and time—24-12-2020 at 
10 2. ൩. 


EMD (Online payment)—% 1,300. 


Date and time of commencement of online bid 
submission—24-12-2020 at 11 a. m. 


Date and time of closing of online bid submission— 
25-1-2021 at 5 p. m. 


Date and time of opening of bid—27-1-2021 
at 3 p. m. 
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Bidders | shall the 
fee and EMD using the online payment option of 


remit tender document 
e-procurement system only. Bidders are advised to 
visit downloads section of e-procurement website 
http://etenders.kerala.gov.in for detailed instructions on 
making online payment using internet banking facility of 
SBI or by NEFT facility. In the bid, the following 


documents should be submitted by online. 


1. BOQ duly filled up and signed. 

2. E-payment form duly filled and signed. 
Proof of original manufacturer/authorized dealers 
attested copy of same. 

4. Scanned copy of preliminary agreement executed 
in Kerala Stamp Paper worth = 200. 

5. EMD exemption certificate Gf any) should be 
submitted online. 

6. Other details if any required to be furnished in the 
special condition. 

7. Form No. 14 duly filled and signed. 

8 Tender notice and Special condition of tender duly 


signed. 


Hard copy of all the above documents should be 
submitted on or within 3 days after bid opening. 
The bidders shall submit the hard copy of the bid 
containing the documents as noted in the above paras in 
sealed envelop. The sealed envelop addressed to the 
Superintending Engineer & Deputy Chief Engineer, PWD, 
Mechanical, Thiruvananthapuram should reach in this 
office on or wihthin 3 days after bid opening. 
The envelop should be superscribed with Tender No., 
due date and name of work. 


Tenders will be opened online in the presence of 
such bidders or their authorized representatives present at 
the prescribed time of opening before the Superintending 
Engineer & Deputy Chief Engineer, PWD, Mechanical, 
Thiruvananthapuram. If date fixed for opening happens to 
be a holiday or due to Net failure the tender will be 
opened in the next working day at same time and place. 


The right to accept or reject of e-tender without 
assigning any reason is vested with the Superintending 
Engineer & Deputy Chief Engineer, Mechanical, PWD, 
Thiruvananthapuram. The bidder is advised to submit the 
bids well before the stipulated date and time to avoid any 
kind of Net work issues, In this regard, the department 
shall not be responsible for any kind of such issues faced 
by the bidder. All the rules related to tender in Irrigation 
Department along with the rules and regulation prescribed 
for e-tenders by the Government of Kerala shall be 
applicable to this tender. 
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(2) 
[No. CE (MECHYT/11/2020-21.] 


No. CMU/P/1176/17. 28th December 2020. 


The Superintending Engineer & Deputy Chief 
Engineer, Mechanical, PWD, Irrigation Department, 
Thiruvananthapuram for and on behalf of the Governor 
of Kerala invites e-tender from the original manufacturer 
or their authorized dealers in Kerala for the “Supply of 
3 Nos. of 50HP motor pump set for Vakayadu LI scheme 
in Panamaram Panchayath”. 


In accordance with respective specification for 
supply of pump set as shown in tender schedule of this 
tender document, 
e-tenders through http://etenders.kerala.gov.in. Since this 
is an e-tender, only those bidders who have enrolled in 
the above portal with their own Digital Signature 
Certificate (DSC) can participate in the tender. E-tender 
document and other details can be obtained from the 


the tender is to be submitted as 


above portal. 


Cost of tender documents—f 2,500 + 5% + 5% 
(Total € 2,800) 


Document sale starting date and time—29-12-2020 at 
10 2. ൩. 


EMD (Online payment)—% 22,100. 


Date and time of commencement of online bid 
submission—29-12-2020 at 11 a. m. 


Date and time of closing of online bid submission— 
25-1-2021 at 5 p. m. 


Date and time of opening of bid—27-1-2021 
at 3.30 p. m. 


Bidders — shall the 
fee and EMD using the online payment option of 
e-procurement system only. Bidders are advised to 
visit downloads section of e-procurement 
http://etenders.kerala.gov.in for detailed instructions on 
making online payment using internet banking facility of 
SBI or by NEFT facility. In the bid, the following 
documents should be submitted by online. 


remit tender document 


website 


1. BOQ duly filled up and signed. 


2. Technical data sheet duly filled up and signed. 


(a) If any more information to be furnished, 
separate data sheet shall be attached for 
additional information. 


(b) Scanned copy of family curve, performance 
curve etc. should be attached. 


E-payment form duly filled and signed. 
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4. Proof of original manufacturers/authorized dealers 
attested copy of same. 

5. Scanned copy of preliminary agreement executed 
in Kerala Stamp Paper worth 200. 

6. EMD exemption certificate Gf any) should be 
submitted online. 

7. Other details if any required to be furnished in the 
special condition. 
Form No. 14 duly filled and signed. 

9. Tender notice and Special condition of tender duly 


signed. 


Hard copy of all the above documents should be 
submitted on or within 3 days after bid opening. The 
bidders shall submit the hard copy of the bid containing 
the documents as noted in the above paras in sealed 
envelop. The sealed envelop addressed the 
Superintending Engineer & Deputy Chief Engineer, PWD, 
Mechanical, O/o the Chief Engineer, Mechanical, 
Thiruvananthapuram should reach in this office on or 


to 


before the time specified above. The envelop should be 
superscribed with Tender No., due date and name of work. 


Tenders will be opened online in the presence of 
such bidders or their authorized representatives present at 
the prescribed time of opening before the Superintending 
Engineer & Deputy Chief Engineer, PWD, 
Mechanical, O/o the Chief Engineer, Mechanical, 
Thiruvananthapuram. If date fixed for opening happens to 
be a holiday or due to Net failure the tender will be 
opened in the next working day at same time and place. 


The right to accept or reject of e-tender without 
assigning any reason is vested with the Superintending 
Engineer & Deputy Chief Engineer, Mechanical, PWD, 
Thiruvananthapuram. 


The bidder is advised to submit the bids well before 
the stipulated date and time to avoid any kind of 
Net work issues, Traffic congestions, etc. In this regard, 
the department shall not be responsible for any kind of 
such issues faced by the bidder. All the rules related to 
tender in Irrigation Department along with the rules and 
regulation prescribed for e-tenders by the Government of 
Kerala shall be applicable to this tender. 


The bidder should have the GST registration and the 
registration number should be furnished in the tender 


documents. 

(Sd.) 
Office of the Chief Engineer, Superintending Engineer 
Mechanical, and Deputy Chief Engineer 
Thiruvananthapuram. (Full Additional charge), 


Mechanical, PWD. 
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Medical Education Department 
ദര്‍ഘാസ്‌ പരസ്യം 


[mmé 64/2020] 
(1) 


നമ്പര്‍ സിദ/20036/2020/സ.മെ.കോ.തി. 2020 ഡിസംബര്‍ 14. 


തിരുവനന്തപൂരം സര്‍ക്കാര്‍ മെഡിക്കല്‍ കോളേജ്‌ 
ആശുപ്രതി, കാര്‍ഡിയോവാസ്കുലര്‍ തൊറാസിക്‌ സര്‍ജറി 
aileoneoleeres) Equipments for Heart Transplant alosasy}am 
തിലേക്ക്‌ /വിതരണം ചെയ്യുന്നതിലേക്ക്‌ നിശ്ചിത ഫോറത്തില്‍ 
മുദ്രവച്ച ദര്‍ഘാസുകള്‍ ക്ഷണിക്കുന്നു. ദര്‍ഘാസ്‌ അടക്കം 
ചെയ്യുന്ന കവറിനുമുകളില്‍ ദര്‍ഘാസ്‌ നമ്പര്‍ എഴുതേണ്ടതും 
വൃക്തമായി പൂരിപ്പിച്ച്‌ വെട്ടിത്തിരുത്തലുകള്‍ ഇല്ലാതെ 
പ്രിന്‍സിപ്പാള്‍, മെഡിക്കല്‍ കോളേജ്‌, തിരുവനന്തപുരം-695 011, 
കേരളം എന്ന വിലാസത്തില്‍ അയയ്ക്കേണ്ടതുമാണ്‌. ദര്‍ഘാസൂു 
കള്‍ താഴെ ചേര്‍ത്തിട്ടുള്ള തീയതിയിലും സമയത്തും അപ്പോള്‍ 
ഹാജ രായിട്ടുള്ള ദര്‍ഘാസ്‌ സമര്‍പ്പിച്ചവരുടെയോ അവര്‍ 
ചുമതലപ്പെടുത്തിയിട്ടുള്ള പ്രതിനിധികളുടെയോ സാന്നിദ്ധ്യത്തില്‍ 
തുറക്കുന്നതാണ്‌. വൈകി കിട്ടുന്ന ദര്‍ഘാസുകള്‍ പരിഗണി 


ക്കുന്നതല്ല. 
[1] 
അടങ്കല്‍ തുക 4,99,596. 


Mam Balyo— F 5,000. 


ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില (നികുതി സഹിതം) : 


ഒറിജിനല്‍-* 1,695 (© 1,500+180+15) 
Awyagilesag —X 847.50. 


ദര്‍ഘാസ്‌ ഫോറം വില്‍ക്കപ്പെടുന്ന അവസാന തീയതിയും 


സമയവു൦൦19-1-2021, 3 മണി. 


ദര്‍ഘാസ്‌ ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 


MAMANo—20-1-2021, 2.30 മണി. 


ദര്‍ഘാസ്‌ ഫോറം തുറക്കുന്ന തീയതിയും സമയവും-- 
20-1-2021, 3 മണി. 


ദര്‍ഘാസ്‌ നിരക്ക്‌ പ്രാബലൃത്തിലിരിക്കൂന്ന തീയതി-- 


31-3-2021. 


ദര്‍ഘാസ്‌ സമര്‍പ്പിക്കുവാന്‍ താല്പരൃമുള്ളവര്‍ മെഡിക്കല്‍ 
കോളേജ്‌ ഓഫീസില്‍ അപേക്ഷിക്കുന്നപക്ഷം ആവശ്യമായ 
ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ മുകളില്‍ കൊടുത്തിരിക്കുന്ന തുക 
അടച്ചാല്‍ ലഭിക്കുന്നതാണ്‌. ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ കൈമാറ്റം 
ചെയ്യാന്‍ പാടുള്ളതല്ല. ചെക്കുകള്‍, പോസ്റ്റേജ സ്റ്റാമ്പ്‌, (ഡ്രാഫ്റ്റ്‌ 
എന്നിവ ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വിലയായി സ്വീകരിക്കുന്നതല്ല. 


ദര്‍ഘാസ്‌ ഫോറം വി. പി. പി. ആയി അയയ്ക്കുന്നതല്ല. 


കൂടൂതല്‍ വിവരങ്ങള്‍ വപവൃത്തി സമയത്ത്‌ ഈ 
ആഫീസില്‍ അന്വേഷിച്ചാല്‍ അറിയാവുന്നതാണ്‌. ദര്‍ഘാസ്‌ 
നടപടികള്‍ മുന്നറിയിപ്പില്ലാതെ നീട്ടി വയ്ക്കുന്നതിനോ 
നിര്‍ത്തിവയ്ക്കുന്നതിനോ ഉള്ള അധികാരം പ്രിന്‍സിപ്പാളില്‍ 
നിക്ഷിപ്തമാണ്‌. 
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INSTRUMENTS FOR CARDIAC TRANSPLANT 











SL No. Instruments Number 
1 Tubing clamp 5 
2 Needle holder (long) fine 5 
3 Needle holder (long) heavy 5 
4 Allis long straight 2 
5 Cross clamp 2 
6 VSD retractor 4 
7 Debakey vascular forceps 6 
8 Towel clip 10 
9 Straight artery (medium) 10 
10 Curved Artery (medium) 10 
11] Roberts 5 
12 BP handle No. 3 16.5cm (614) 1 
13 BP handle No. 3 12cm 1 

14 ~=—- Wire twister 1 

15 Mayo scissors 2 

16 Wire cutter 1 

17 ~— Micro needle holder 2 

18 Micro needle holder (3.0) 1 
1. All instruments should be made of high grade 

German surgical stainless steel. 
2. Whole instrument should be corrosive resistant. 
3. Whole instrument should be rust proof. 
4. Whole instrument should have CE mark. 
5. Whole instrument should be autoclavable. 
6. Code number should be clearly marked on each 
instrument. 
7. All cutting instrument shall be SS grade 410/420. 
8. Should have FDA certification for all items. 


1. 


TENDER SCHEDULE 


The period for which the rates to be in firm— 
One year. 


The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 


Advance payments conditions will not be 
considered. 


352 


4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 


5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessery) neatly typed. 
Manuscripts should be avoided as far as possible. 


6. Tenders should be accompanied with a formal 
agreement executed in & 200 Kerala non-judicial 
Stamp Paper together with required sum of Earnest 
Money Deposits. 


7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of Crossed Demand Drafts drawn in 
favour of the Principal, Government Medical 
College, Thiruvananthapuram. 


8 Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 


9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 


10. Tenders submitted with insufficient Earnest Money 


Deposit will not be entertained. 


11. Belated tenders will not be considered under any 
circumstances. 


12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. 
Tenders without samples will not be considered 


for selection. 


13. Tenders should bear the signature and full postal 


address of the tenderers wherever necessary. 


14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 


information to the tenderers. 


15. Specifications of the items are given in the list. 


16. Negotiation will be made only with the firm offering 
lowest price whose specification confirms to the 


requirements in the tender notification. 


17. Tender will be opened in the presence of such of 
the tenderers or their authorized representative who 
may present at the time. They should have valid 


authorisation letters. 


18. More details can be had from this office on 


working hours. 


19. Amount quoted should be in Indian Rupees. 
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(2) 
[amid 46/2020] 


നമ്പര്‍ സിമ/21487/2020/സ.മെ.കോ.തി. 2020 ഡിസംബര്‍ 15. 


തിരുവനന്തപുരം മെഡിക്കല്‍ കോളേജ്‌ എസ്‌. എ.്റി. 
ആശുപ്രതി ഹൌസ്‌ കീപ്പിംഗ്‌ വിഭാഗത്തിലേക്ക്‌ പച്ച 
നിറത്തിലുള്ള മാലിന്യ നിര്‍മ്മാര്‍ജ്ജന കവറുകള്‍ (പച്ച) 
24 20 30" (50000 എണ്ണം) വാങ്ങുന്നതിലേക്ക്‌ (വിതരണം 
ചെയ്യുന്നതിലേക്ക്‌ നിശ്ചിത ഫോറത്തില്‍ മുദ്രവച്ച ദര്‍ഘാസുകള്‍ 
ക്ഷണിച്ചുകൊള്ളുന്നു. ദര്‍ഘാസ്‌ അടക്കം ചെയ്യുന്ന കവറിനു 
മുകളില്‍ ദര്‍ഘാസ്‌ നമ്പര്‍ എഴുതേണ്ടതും വൃക്തമായി 
പൂരിപ്പിച്ച്‌ വെട്ടിത്തിരുത്ത ലുകള്‍ ഇല്ലാതെ പ.പിന്‍സിപ്പാള്‍, 
മെഡിക്കല്‍ കോളേജ്‌, തിരുവനന്തപുരം-695 011, കേരളം എന്ന 
വിലാസത്തില്‍ അയയ്ക്കേണ്ടതാണ്‌. ദര്‍ഘാസുകള്‍ താഴെ 
ചേര്‍ത്തിട്ടുള്ള തീയതിയിലും സമയത്തും അപ്പോള്‍ 
ഹാജരായിട്ടുള്ള ദര്‍ഘാസ്‌ സമര്‍പ്പിച്ചവരുടെയോ അവര്‍ 
ചുമതലപ്പെടുത്തിയിട്ടുള്ള പ്രതിനിധികളുടെയോ സാന്നിദ്ധ്യ 
ത്തില്‍ തുറക്കുന്നതാണ്‌. വൈകി കിട്ടുന്ന ദര്‍ഘാസുകള്‍ 
പരിഗണിക്കുന്നതല്ല. 


അടങ്കല്‍ തുക-* 4,95,000. 


നിരത്രദ്രവ്യം൦-* 4,950. 


ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില (നികുതി സഹിതം) : 
ഒറിജിനല്‍ -* 1,678. 


ഡ്യൂപ്ലിക്കേറ്റ്‌ --$ 839. 


ദര്‍ഘാസ്‌ ഫോറം വില്‍ക്കപ്പെടുന്ന അവസാന തീയതിയും 
MAWANo—19-1-2021, 3 Aen. 


ദര്‍ഘാസ്‌ ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവു൦--20-1-2021, 2.30 മണി. 


ദര്‍ഘാസ്‌ ഫോറം തുറക്കുന്ന തീയതിയും സമയവും 
20-1-2021, 3 മണി. 


ദര്‍ഘാസ്‌ നിരക്ക്‌ (പാബ ല്ൃത്തിലിരിക്കുന്ന തീയതി- 
31-3-2021. 


ദര്‍ഘാസ്‌ സമര്‍പ്പിക്കുവാന്‍ താല്പരൃമുള്ളവര്‍ മെഡിക്കല്‍ 
കോളേജ്‌ ഓഫീസില്‍ അപേക്ഷിക്കുന്ന പക്ഷം ആവശ്യമായ 
ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ മുകളില്‍ കൊടുത്തിരിക്കുന്ന തുക 
അടച്ചാല്‍ ലഭിക്കുന്നതാണ്‌. ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ കൈമാറ്റം 
ചെയ്യാന്‍ പാടുള്ളതല്ല. ചെക്കുകള്‍, പോസ്റ്റേജ്‌ സ്റ്റാമ്പ്‌, 
രഡാഫ്റ്റ്‌ എന്നിവ ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വിലയായി 
സ്വീകരിക്കുന്നതല്ല. ദര്‍ഘാസ്‌ ഫോറം വി. പി. പി. ആയി 
അയയ്ക്കുന്നതല്ല. 


കൂടൂതല്‍ വിവരങ്ങള്‍ പ്രവൃത്തി സമയത്ത്‌ ഈ 
ആഫീസില്‍ അന്വേഷിച്ചാല്‍ അറിയാവുന്നതാണ്‌. ടെണ്ടര്‍ 
നടപടികള്‍ മുന്നറിയിപ്പില്ലാതെ നീട്ടി വയ്ക്കുന്നതിനോ നിര്‍ത്തി 
വയ്ക്കുന്നതിനോ ഉള്ള അധികാരം പ്രിന്‍സിപ്പാളില്‍ നിക്ഷിപ്ത 
മാണ്‌. 


TENDER SCHEDULE 


1. The period for which the rates to be in firm— 
One year. 


2. The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 


Gaz. No. 2/2021/DTP (Stores Purchase). 


3. 


10. 


11. 


12. 


13. 


14. 


15. 
16. 


17. 


18. 


19. 


Advance payments conditions will not be 
considered. 


Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 


Tenders are to be sent with details and illustrated 
pamphlet (whereever necessery) neatly typed. 
Manuscripts should be avoided as far as possible. 


Tenders should be accompanied with a formal 
agreement executed in & 200 Kerala non-judicial 
Stamp Paper together with required sum of Earnest 
Money Deposits. 


Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of Crossed Demand Drafts drawn in 
favour of the Principal, Government Medical 
College, Thiruvananthapuram. 


Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 


Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 


Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 


Belated tenders will not be considered under any 
circumstances. 


For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. 
Tenders without samples 
for selection. 


will not be considered 


Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 


The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 


Specifications of the items are given in the list. 


Negotiation will be made only with the firm offering 
lowest price whose specification confirms to the 
requirements in the tender notification. 


Tender will be opened in the presence of such of 
the tenderers or their authorized representative who 
may present at the time. They should have valid 
authorisation letters. 


More details can be had from this office on 
working hours. 


Amount quoted should be in Indian Rupees. 
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(3) 
[amd 62/2020] 


നമ്പര്‍ v7 /21488/2020/e28l.agjo.0v1.9)1. 2020 ഡിസംബര്‍ 15. 


തിരുവനന്തപുരം മെഡിക്കല്‍ കോളേജ്‌ / എസ്‌. എ.്റി. 
ആശുപ്രതി ഹൌസ്‌ കീപ്പിംഗ്‌ വിഭാഗത്തിലേക്ക്‌ പച്ച 
നിറത്തിലുള്ള മാലിന്യ നിര്‍മ്മാര്‍ജ്ജന (30" 24 35") കവറുകള്‍ 
50000 എണ്ണം വാങ്ങുന്നതിലേക്ക്‌/വിതരണം ചെയ്യുന്നതിലേക്ക്‌ 
നിശ്ചിത ഫോറത്തില്‍ മുദ്രവച്ച ദര്‍ഘാസുകള്‍ ക്ഷണിച്ചു 
കൊള്ളുന്നു. ദര്‍ഘാസ്‌ അടക്കം ചെയ്യുന്ന കവറിനുമുകളില്‍ 
ദര്‍ഘാസ്‌ നമ്പര്‍ എഴുതേണ്ടതും വൃക്തമായി പൂരിപ്പിച്ച്‌ 
വെട്ടിത്തിരുത്ത ലുകള്‍ ഇല്ലാതെ പ്രിന്‍സിപ്പാള്‍, മെഡിക്കല്‍ 
കോളേജ്‌, തിരുവനന്തപുരം-695 011, കേരളം എന്ന വിലാസത്തില്‍ 
അയയ്ക്കേണ്ടതാണ്‌. ദര്‍ഘാസുകള്‍ താഴെ ചേര്‍ത്തിട്ടുള്ള 
തീയതിയിലും സമയത്തും അപ്പോള്‍ ഹാജരായിട്ടുള്ള ദര്‍ഘാസ്‌ 
സമര്‍പ്പിച്ചവരുടെയോ അവര്‍ ചുമതലപ്പെടുത്തിയിട്ടുള്ള 
പ്രതിനിധികളൂുടെയോ സാന്നിദ്ധ്യത്തില്‍ തുറക്കൂന്നതാണ്‌. 
വൈകി കിട്ടുന്ന ദര്‍ഘാസുകള്‍ പരിഗണിക്കുന്നതല്ല. 


അടങ്കല്‍ തുക-* 4,95,000. 


നിരത്രദ്രവ്യ൦--* 4,950. 


ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില: (നികുതി സഹിതം) 
ഒറിജിനല്‍ -* 1,628. 


ഡ്യൂപ്ലിക്കേറ്റ്‌ --$ 839. 


ദര്‍ഘാസ്‌ ഫോറം വില്‍ക്കപ്പെടുന്ന അവസാന തീയതിയും 
സമയവു൦--19-1-2021, 3 മണി. 


ദര്‍ഘാസ്‌ ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവു൦--20-1-2021, 2.30 മണി. 


ദര്‍ഘാസ്‌ ഫോറം തുറക്കുന്ന തീയതിയും സമയവും 
20-1-2021, 3 മണി. 


ദര്‍ഘാസ്‌ നിരക്ക്‌ (പാബ ല്ൃത്തിലിരിക്കുന്ന തീയതി- 
31-3-2021. 


ദര്‍ഘാസ്‌ സമര്‍പ്പിക്കുവാന്‍ താല്പരൃമുള്ളവര്‍ മെഡിക്കല്‍ 
കോളേജ്‌ ഓഫീസില്‍ അപേക്ഷിക്കുന്നപക്ഷം ആവശ്യമായ 
ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ മുകളില്‍ കൊടുത്തിരിക്കുന്ന പ്രകാരം 
തുക അടച്ചാല്‍ ലഭിക്കുന്നതാണ്‌. ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ 
കൈമാറ്റം ചെയ്യാന്‍ പാടുള്ളതല്ല. ചെക്കുകള്‍, പോസ്റ്റ്‌ 
സ്റ്റാമ്പ്‌, ര്രാഫ്റ്റ്‌ എന്നിവ ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വിലയായി 
സ്വീകരിക്കുന്നതല്ല. ദര്‍ഘാസ്‌ ഫോറം വി. പി. പി. ആയി 
അയയ്ക്കുന്നതല്ല. 


കൂടൂതല്‍ വിവരങ്ങള്‍ പ്രവൃത്തി സമയത്ത്‌ ഈ 
ആഫീസില്‍ അന്വേഷിച്ചാല്‍ അറിയാവുന്നതാണ്‌. ടെണ്ടര്‍ 
നടപടികള്‍ മുന്നറിയിപ്പില്ലാതെ നീട്ടി വയ്ക്കുന്നതിനോ 
നിര്‍ത്തിവയ്ക്കുന്നതിനോ ഉള്ള അധികാരം പ്രിന്‍സിപ്പാളില്‍ 
നിക്ഷിപ്തമാണ്‌. 


TENDER SCHEDULE 


1. The period for which the rates to be in firm— 
One year. 


2. The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 


3. 


10. 


11. 


17, 


13. 


14. 


15. 
16. 


17% 


18. 


19. 


Advance payments conditions will not be 
considered. 


Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 


Tenders are to be sent with details and illustrated 
pamphlet (wherever necessery) neatly typed. 
Manuscripts should be avoided as far as possible. 


Tenders should be accompanied with a formal 
agreement executed in & 200 Kerala non-judicial 
Stamp Paper together with required sum of Earnest 
Money Deposits. 


Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of Crossed Demand Drafts drawn in 
favour of the Principal, Government Medical 
College, Thiruvananthapuram. 


Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 


Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 


Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 


Belated tenders will not be considered under any 
circumstances. 


For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. 
Tenders without samples 
for selection. 


will not be considered 


Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 


The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 


Specifications of the items are given in the list. 


Negotiation will be made only with the firm offering 
lowest price whose specification confirms to the 
requirements in the tender notification. 


Tender will be opened in the presence of such of 
the tenderers or their authorized representative who 
may present at the time. They should have valid 
authorisation letters. 


More details can be had from this office on 
working hours. 


Amount quoted should be in Indian Rupees. 
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(4) 
[amid 65/2020] 


നമ്പര്‍ സിദ/34683(4)/2020/സ.മെ.കോ.തി. 2020 ഡിസംബര്‍ 15. 


തിരുവനന്തപുരം മെഡിക്കല്‍ കോളേജ്‌ ആശുപ്ര്രി 
സൂപ്പര്‍ സ്പെഷ്യാലിറ്റി ബ്ലോക്ക്‌ വിഭാഗത്തിലേക്ക്‌ ൧0 107 
the Medical Gas Manifold & Pipeline system-o@ 
വാര്‍ഷിക അറ്റകുറ്റപ്പണികള്‍ക്കായി (൧/൧) പരിചയസമ്പന്നരായ 
സാങ്കേതിക വൈദഗ്ധ്യമുള്ള സ്ഥാപനങ്ങളില്‍ നിന്ന്‌ നിശ്ചിത 
ഫോറത്തില്‍ മുദ്രവച്ച ദര്‍ഘാസുകള്‍ ക്ഷണിക്കുന്നു. ദര്‍ഘാസ്‌ 
അടക്കം ചെയ്യുന്ന കവറിനുമുകളില്‍ ദര്‍ഘാസ്‌ നമ്പര്‍, 
എഴുതേണ്ടതും വപിന്‍സി പ്പാള്‍, മെഡിക്കല്‍ കോളേജ്‌, 
തിരുവനന്തപുരം -695 011, കേരളം എന്ന വിലാസത്തില്‍ 
അയയ്ക്കേണ്ടതാണ്‌. ദര്‍ഘാസുകള്‍ താഴെ ചേര്‍ത്തിട്ടുള്ള 
തീയതിയിലും സമയത്തും അപ്പോള്‍ ഹാജരായിട്ടുള്ള ദര്‍ഘാസ്‌ 
സമര്‍പ്പിച്ചവരുടെയോ അവര്‍ ചുമതലപ്പെടുത്തിയിട്ടുള്ള 
പ്രതിനിധികളൂടെയോ സാന്നിദ്ധ്യത്തില്‍ തുറക്കൂന്നതാണ്‌. 
വൈകി കിട്ടുന്ന ദര്‍ഘാസുകള്‍ പരിഗണിക്കുന്നതല്ല. 


അടങ്കല്‍ തുക-$ 2,00,000 


Mam Balyo—F 2,000 (1%) 

ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില 
ഒറിജിനല്‍ (നികുതി സഹിതം) 68 (600--7246) 
ഡ്യൂപ്ലിക്കേറ്റ്‌ --* 336 


ദര്‍ഘാസ്‌ ഫോറം വില്‍ക്കപ്പെടുന്ന അവസാന തീയതിയും 
സമയവു൦--20-1-2021, 3 മണി. 


ദര്‍ഘാസ്‌ ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവു൦--21-1-2021, 2.30 മണി. 


ദര്‍ഘാസ്‌ ഫോറം തുറക്കുന്ന തീയതിയും സമയവും 
21-1-2021, 3 മണി. 


ദര്‍ഘാസ്‌ നിരക്ക്‌ (പാബ ല്ൃത്തിലിരിക്കുന്ന തീയതി- 
31-3-2021. 


ദര്‍ഘാസ്‌ സമര്‍പ്പിക്കുവാന്‍ താല്‍പര്യമുള്ളവര്‍ മെഡിക്കല്‍ 
കോളേജ്‌ ഓഫീസില്‍ അപേക്ഷിക്കുന്ന പക്ഷം ആവശ്യമായ 
ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ താഴെ കൊടുക്കുന്ന പ്രകാരം തൂക 
അടച്ചാല്‍ ലഭിക്കുന്നതാണ്‌. ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ കൈമാറ്റം 
ചെയ്യാന്‍ പാടുള്ളതല്ല. ചെക്കുകള്‍, പോസ്റ്റേജ്‌ സ്റ്റാമ്പ്‌, 
രഡാഫ്റ്റ്‌ എന്നിവ ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വിലയായി 
സ്വീകരിക്കുന്നതല്ല. ദര്‍ഘാസ്‌ ഫോറം വി. പി. പി. ആയി 
അയയ്ക്കുന്നതല്ല. 


കൂടൂതല്‍ വിവരങ്ങള്‍ പ്രവൃത്തി സമയത്ത്‌ ഈ 
ആഫീസില്‍ അന്വേഷിച്ചാല്‍ അറിയാവുന്നതാണ്‌. ടെണ്ടര്‍ 
നടപടികള്‍ മുന്നറിയിപ്പില്ലാതെ നീട്ടി വയ്ക്കുന്നതിനോ 
നിര്‍ത്തിവയ്ക്കുന്നതിനോ ഉള്ള അധികാരം പ്രിന്‍സിപ്പാളില്‍ 
നിക്ഷിപ്തമാണ്‌. 


NATURE AND SCOPE OF WORK 


1. The system will include originating equipment, 
and its accessories for the normal functioning. 


2. Test parameters consist of performance valve 
testing, leak detection, equipment evaluation, 
contaminant, particulate and dew-point testing. 


3. Valves: Rebuilding leaking valves cleaning and 
leaking inspection. 


395 


4, 


Servicing of air dryers and replacement of 
desiccators and replacement of all bacterial filters. 


Testing will be done on location and results given 
to the Dept. of Biomedial Engineer. 


Manufacturer warranty for all spares replaced. 


During AMC, the firm should attend all breakdown 
calls within in 12 hours, submit estimate for spares 
if any and arrange 4 (four) scheduled preventive 
maintenance. 


Central Suction Unit 


Check for lubricating oil in lubricated-type 
equipment. 


Check belt drives for proper tension. 


Verify that vacuum equipment filters and piping are 
clear. 


Check for equipment vibration-control supports and 
flexible pipe connectors and verify that equipment is 
properly attached to substrate. 


Check safety valves for correct settings. 
Check vacuum relief valves for correct settings. 


Test operation of equipment safety controls and 
devices. 


Verify that electrical wiring installation complies 
with manufacturer. 


Prepare written report documenting testing 
procedures and results. 


Ensure trouble free operation throughout the 
contract period. 


Medical Air Compressors: 


Check operation of safety valves. Check sleeve 
bearings and shafts for wear and tear. 


Check for equipment vibration-control supports and 
flexible pipe connectors and verify that. 


equipment is properly attached to substrate. . 


Check safety valves for correct settings. Ensure 
that settings are greater than air compressor 
discharge pressure but not greater than rating of 
system components. 


Check low oil pressure control. 
Check automatic drain traps. 
Desiccant tower 

Check quality of desiccant. 


Ensure proper functioning. 


IV AGS System 


¢ Ensure proper functioning. 
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Personnel employed by the Contractor shall be fully 
trained and skilled in safe work practices and techniques. 


The AMC can be executed by inviting an open 
tender. The estimated cost for AMC of all the above 
medical gas equipment except those under warranty is 
= 2,00,000. 


Necessary and early action may be taken in this 
regards. 


TENDER SCHEDULE 


1. The period for which the rates to be in firm— 
One year. 


The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 


Advance payments conditions will not be 
considered. 


Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 


Tenders are to be sent with details and illustrated 
pamphlet (wherever necessery) neatly typed. 
Manuscripts should be avoided as far as possible. 


Tenders should be accompanied with a formal 
agreement executed in % 200 Kerala non-judicial 
Stamp Paper together with required sum of Earnest 
Money Deposits. 


Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of Crossed Demand Drafts drawn in 
favour of the Principal, Government Medical 
College, Thiruvananthapuram. 


Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 


Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 


10. Tenders submitted with insufficient Earnest Money 


Deposit will not be entertained. 


11. Belated tenders will not be considered under any 


circumstances. 


12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 


13. Tenders should bear the signature and full postal 


address of the tenderers wherever necessary. 
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14. The undersigned reserves the right to reject any 


tender wholly or partially without any prior 
information to the tenderers. 


15. 
16. 


Specifications of the items are given in the list. 


Negotiation will be made only with the firm offering 
lowest price whose specification confirms to the 
requirements in the tender notification. 


17. Tender will be opened in the presence of such of the 
tenderers or their authorized representative who may 
present at the time. They should have valid 


authorisation letters. 


18. More details can be had from this office on working 


hours. 


19. Amount quoted should be in Indian Rupees. 


(8) 
[mmé 60/2020] 


നമ്പര്‍ സി1/21491/2020/സ.മെ.കോ.തി. 2020 ഡിസംബര്‍ 15. 


തിരുവനന്തപുരം മെഡിക്കല്‍ കോളേജ്‌/എം. എല്‍. റ്റി. 
വിഭാഗത്തിലേക്ക്‌ ഉപകരണങ്ങള്‍ (4 ഇനം) വാങ്ങുന്നതിലേക്ക്‌/ 
വിതരണം ചെയ്യുന്നതിലേക്ക്‌ നിശ്ചിത ഫോറത്തില്‍ മുദ്രവെച്ച 
ദര്‍ഘാസുകള്‍ ക്ഷണിക്കുന്നു. ദര്‍ഘാസ്‌ അടക്കം ചെയ്യൂന്ന 
കവറിനുമുകളില്‍ ദര്‍ഘാസ്‌ നമ്പര്‍, എഴുതേണ്ടതും പ്രിന്‍സിപ്പാള്‍, 
മെഡിക്കല്‍ കോളേജ്‌,തിരുവനന്തപുരം-695 011, കേരളം എന്ന 
വിലാസത്തില്‍ അയച്ചിരിക്കേണ്ടതുമാണ്‌. ദര്‍ഘാസുകള്‍ താഴെ 
ചേര്‍ത്തിട്ടുള്ള തീയതികളിലും സമയത്തും അപ്പോള്‍ 
ഹാജ രായിട്ടുള്ള ദര്‍ഘാസ്‌ സമര്‍പ്പിച്ചവരുടെയോ അവര്‍ 
ചുമതലപ്പെടുത്തിയിട്ടുള്ള ഏജന്റുമാരുടെയോ സാന്നിദ്ധൃത്തില്‍ 
തുറക്കുന്നതാണ്‌. വൈകി കിട്ടുന്ന ദര്‍ഘാസുകള്‍ പരിഗണി 
ക്കുന്നതല്ല. 


അടങ്കല്‍ തുക-$ 3,00,000 


നിരത്ര്രവ്യം--$ 3,000 


ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില 
ഒറിജിനല്‍ (നികുതി സഹിതം)-* 1,017 (900+108+9) 


ഡ്യൂപ്ലിക്കേറ്റ്‌ --$ 508.5 


ദര്‍ഘാസ്‌ ഫോറം വില്‍ക്കപ്പെടുന്ന അവസാന തീയതിയും 
MAWANo—15-1-2021, 3 DEM. 


ദര്‍ഘാസ്‌ ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും--16-1-2021, 2.30 മണി. 


ദര്‍ഘാസ്‌ ഫോറം തുറക്കുന്ന തീയതിയും സമയവും-- 
16-1-2021, 3 മണി. 


ദര്‍ഘാസ്‌ നിരക്ക്‌ പ്രാബലൃത്തിലിരിക്കൂന്ന തീയതി-- 
3-3-2021. 


ദര്‍ഘാസ്‌ സമര്‍പ്പിക്കുവാന്‍ താല്‍പര്യമുള്ളവര്‍ മെഡിക്കല്‍ 
കോളേജ്‌ ഓഫീസില്‍ അപേക്ഷിക്കുന്ന പക്ഷം ആവശ്യമായ 
ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ താഴെ കൊടുക്കുന്ന പ്രകാരം തുക 
അടച്ചാല്‍ ലഭിക്കുന്നതാണ്‌. ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ കൈമാറ്റം 
ചെയ്യാന്‍ പാടുള്ളതല്ല. ചെക്കുകള്‍, പോസ്റ്റേജ്‌ സ്റ്റാമ്പ്‌, 
രഡാഫ്റ്റ്‌ എന്നിവ ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വിലയായി 
സ്വീകരിക്കുന്നതല്ല. ദര്‍ഘാസ്‌ ഫോറം വി. പി. പി. ആയി 
അയയ്ക്കുന്നതല്ല. 
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കൂടൂതല്‍ വിവരങ്ങള്‍ പ്രവൃത്തി സമയത്ത്‌ ഈ 
ആഫീസില്‍ അന്വേഷിച്ചാല്‍ അറിയാവുന്നതാണ്‌. ടെണ്ടര്‍ 
നടപടികള്‍ മുന്നറിയിപ്പില്ലാതെ നീട്ടി വയ്ക്കുന്നതിനോ നിര്‍ത്തി 
വയ്ക്കുന്നതിനോ ഉള്ള അധികാരം പ്രിന്‍സിപ്പാളില്‍ നിക്ഷിപ്ത 
മാണ്‌. 


List oF ITEMS 








SI. No. Name of Items No. of Units 
1 Electrophoresis Power pack : 
Microprocessor controlled, inbuilt 1 


safety features, Conspicuous 3 digit LED, 
Alarm function, Wipe clean polycarbonate 
housing, Maximum voltage 300V, Maximum 
current-400mA, Max. power - 60 watts, 
No. of output pairs-2 


Centrifuge : 


With 8 buckets ant rotory head, should 
have a maximum speed of 5000rpm with 
stepless regulator, should be supplied 
with safety lid and lock, should have 
digital speedometed and timer, should 
have imbalance detector and automatic 
cut off, standard mark on quality and 
safety is compulsory, standard mark on 
quality and safety is compulsory should work 
on 200_240v and 50hz power supply, 
should have swing out rotor of size 8xl5ml. 
Laboratory Deionizer : 

Filter 0.2 micron with filling bell, Digital 
resistivity readings, temparature compen- 
sated to 25, Components made of inert 
meterials ensuring maximum ionic and 
organic purity. 

Electric Heater: 

GI heating element 2000 WAC 





TENDER SCHEDULE 


1. The period for which the rates to be in firm— 
One year. 


The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 


Advance payments conditions will not be 
considered. 


Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 


Tenders are to be sent with details and illustrated 
pamphlet (wherever necessery) neatly typed. 
Manuscripts should be avoided as far as possible. 


Tenders should be accompanied with a formal 
agreement executed in = 200 Kerala non-judicial 
Stamp Paper together with required sum of Earnest 
Money Deposits. 


Gaz. No. 2/2021/DTP (Stores Purchase). 
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7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of Crossed Demand Drafts drawn in 
favour of the Principal, Government Medical 


College, Thiruvananthapuram. 


Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 


Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 


10. Tenders submitted with insufficient Earnest Money 


Deposit will not be entertained. 


11. Belated tenders will not be considered under any 


circumstances. 


12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 


selection. 


13. Tenders should bear the signature and full postal 


address of the tenderers wherever necessary. 


14. The undersigned reserves the right to reject any 


tender wholly or partially without any prior 
information to the tenderers. 


15. 
16. 


Specifications of the items are given in the list. 


Negotiation will be made only with the firm offering 
lowest price whose specification confirms to the 
requirements in the tender notification. 


17. Tender will be opened in the presence of such of the 
tenderers or their authorized representative who may 
present at the time. They should have valid 


authorisation letters. 


18. More details can be had from this office on working 


hours. 


19. Amount quoted should be in Indian Rupees. 


(6) 
[നമ്പര്‍ 61/2020] 


നമ്പര്‍ സി/21489/2020/സ.മെ.കോ.തി. 2020 ഡിസംബര്‍ 15. 


തിരുവനന്തപുരം മെഡിക്കല്‍ കോളേജ്‌/എം. എല്‍. റ്റി. 
വിഭാഗത്തിലേക്ക്‌ ഉപകരണങ്ങള്‍ വാങ്ങുന്നതിലേക്ക്‌/വിതരണം 
ചെയ്യുന്നതിലേക്ക്‌ നിശ്ചിത ഫോറത്തില്‍ മുദ്രവെച്ച ദര്‍ഘാസുകള്‍ 
ക്ഷണിക്കുന്നു. ദര്‍ഘാസ്‌ അടക്കം ചെയ്യുന്ന കവറിനുമുകളില്‍ 
ദര്‍ഘാസ്‌ നമ്പര്‍, എഴുതേണ്ടതും വൃക്തമായി പൂരിപ്പിച്ച്‌ 
വെട്ടിത്തിരുത്ത ലുകള്‍ ഇല്ലാതെ പ്രിന്‍സിപ്പാള്‍, മെഡിക്കല്‍ 
കോളേജ്‌, തിരുവനന്തപുരം-695 011, കേരള എന്ന വിലാസത്തില്‍ 
അയയ്ച്ചിരിക്കേണ്ടതുമാണ്‌. ദര്‍ഘാസുകള്‍ താഴെ ചേര്‍ത്തിട്ടുള്ള 
തീയതിയിലും സമയത്തും അപ്പോള്‍ ഹാജരായിട്ടുള്ള 
ദര്‍ഘാസ്‌ സമര്‍പ്പിച്ചവരുടെയോ അവര്‍ ചുമതലപ്പെടുത്തിയിട്ടുള്ള 
ഏജന്സുമാരുടെയോ സാന്നിദ്ധ്യത്തില്‍ തുറക്കുന്നതാണ്‌. വൈകി 
കിട്ടുന്ന ദര്‍ഘാസുകള്‍ പരിഗണിക്കുന്നതല്ല. 
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അടങ്കല്‍ തുക 2,40,000 


നിരത്ര്രവ്ൃയം--* 2,400 


ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില 
ഒറിജിനല്‍ (നികുതി സഹിതം)--$ 815 (720+87+8) 
ഡ്യൂപ്ലിക്കേറ്റ്‌ --* 408 


ദര്‍ഘാസ്‌ ഫോറം വില്‍ക്കപ്പെടുന്ന അവസാന തീയതിയും 
MAWANo—15-1-2021, 3 Aen. 


ദര്‍ഘാസ്‌ ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവു൦--16-1-2021, 2.30 മണി. 


ദര്‍ഘാസ്‌ ഫോറം തുറക്കുന്ന തീയതിയും സമയവും 
16-1-2021, 3 മണി. 


ദര്‍ഘാസ്‌ നിരക്ക്‌ (പാബ ല്ൃത്തിലിരിക്കുന്ന തീയതി- 
31-3-2021. 


ദര്‍ഘാസ്‌ സമര്‍പ്പിക്കുവാന്‍ താല്‍പര്യമുള്ളവര്‍ മെഡിക്കല്‍ 
കോളേജ്‌ ഓഫീസില്‍ അപേക്ഷിക്കുന്ന പക്ഷം ആവശ്യമായ 
ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ താഴെ കൊടുക്കുന്ന പ്രകാരം തൂക 
അടച്ചാല്‍ ലഭിക്കുന്നതാണ്‌. ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ കൈമാറ്റം 
ചെയ്യാന്‍ പാടുള്ളതല്ല. ചെക്കുകള്‍, പോസ്റ്റേജ്‌ സ്റ്റാമ്പ്‌, 
രഡാഫ്റ്റ്‌ എന്നിവ ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വിലയായി 
സ്വീകരിക്കുന്നതല്ല. ദര്‍ഘാസ്‌ ഫോറം വി. പി. പി. ആയി 
അയയ്ക്കുന്നതല്ല. 


കൂടൂതല്‍ വിവരങ്ങള്‍ പ്രവൃത്തി സമയത്ത്‌ ഈ 
ആഫീസില്‍ അന്വേഷിച്ചാല്‍ അറിയാവുന്നതാണ്‌. ടെണ്ടര്‍ 
നടപടികള്‍ മുന്നറിയിപ്പില്ലാതെ നീട്ടി വയ്ക്കുന്നതിനോ 
നിര്‍ത്തിവയ്ക്കുന്നതിനോ ഉള്ള അധികാരം (പിന്‍സിപ്പാല്‍ 
നിക്ഷിപ്തമാണ്‌. 


List oF ITEMS 





SI. No. Name of Item No. of Units 





1 Photo electroic colourimeter : 


Systronics with cuvette dust cover and 5 
cuvette stand with 8 filters (400-700nm), 
cuvette volume-1ml/2ml/4ml, photodiode 
detector %T, ABS, con & K factor, 4 digit 
LED diplay 


2 Electronic balance : 


(a) Readability—0.01 mg. 3 
(b) weighing capacity—100 gm. 

(c) Repeatability— +0.05 mg. 

(d) Linearity—+0.1 mg. 

(e) Stabilization time—< 3sec. 

(f) Stabilizer (Compatible to balance) 


3 Bacterial loop sterilizer: 


Chamber diameter : 14mm, sterilization 2 
time : 5_8 seconds Maximum Temp: 
900 degree Electrical supply 220V/110V 
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11. 


12. 


13. 


14. 


15. 
16. 


17. 


18. 


19. 


TENDER SCHEDULE 


The period for which the rates to be in firm— 
One year. 


The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 


Advance payments conditions will not be 


considered. 


Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 


Tenders are to be sent with details and illustrated 
pamphlet (wherever necessery) neatly typed. 
Manuscripts should be avoided as far as possible. 


Tenders should be accompanied with a formal 
agreement executed in % 200 Kerala non-judicial 
Stamp Paper together with required sum of Earnest 
Money Deposits. 


Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of Crossed Demand Drafts drawn in 
favour of the Principal, Government Medical 
College, Thiruvananthapuram. 


Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 


Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 


Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 


Belated tenders will not be considered under any 
circumstances. 


For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 


Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 


The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 


Specifications of the items are given in the list. 


Negotiation will be made only with the firm offering 
lowest price whose specification confirms to the 
requirements in the tender notification. 


Tender will be opened in the presence of such of the 
tenderers or their authorized representative who may 
present at the time. They should have valid 
authorisation letters. 


More details can be had from this office on working 
hours. 


Amount quoted should be in Indian Rupees. 
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(7) 


[amid 63/2020] 


നമ്പര്‍ സി7/21265/2020/ജി.എം.സി.്റി. 2020 ഡിസംബര്‍ 15. 


തിരുവനന്തപുരം മെഡിക്കല്‍ കോളേജ്‌/എസ്‌. എ. റ്റി. 
ആശുപ്രതി / ഫാര്‍മസി കോളേജ്‌ / ഹാസ്‌കിീപ്പിംഗ്‌ വിഭാഗത്തി 
ലേയ്ക്ക്‌ (വിവിധ ഇനങ്ങള്‍ വാങ്ങുന്നതിലേക്ക്‌ /വിത രണം 
ചെയ്യുന്നതിലേയ്ക്ക്‌ നിശ്ചിത ഫോറത്തില്‍ മുദ്രവച്ച ദര്‍ഘാസുകള്‍ 
ക്ഷണിച്ചുകൊള്ളൂന്നു. ദര്‍ഘാസ്‌ അടക്കം ചെയ്യുന്ന കവറിനു 
മുകളില്‍ ദര്‍ഘാസ്‌ നമ്പര്‍ എഴുതേണ്ടതും വൃക്തമായി 
പൂരിപ്പിച്ച്‌ വെട്ടി ത്തിരുത്ത ലുകള്‍ ഇല്ലാതെ പ്രിന്‍സിപ്പാള്‍, 
മെഡിക്കല്‍ കോളേജ്‌, തിരുവനന്തപുരം എന്ന വിലാസത്തില്‍ 
അയയ്ക്കേണ്ടതുമാണ്‌. ദര്‍ഘാസുകള്‍ താഴെ ചേര്‍ത്തിട്ടുള്ള 
തീയതിയിലും സമയത്തും അപ്പോള്‍ ഹാജരായിട്ടുള്ള 
ദര്‍ഘാസ്‌ സമര്‍പ്പിച്ചവരുടെയോ അവര്‍ ചുമതലപ്പെടുത്തിയിട്ടുള്ള 
പ്രതിനിധികളുടെയോ സാന്നിദ്ധ്യത്തില്‍ തുറക്കുന്നതാണ്‌. 


വൈകി കിട്ടുന്ന ദര്‍ഘാസുകള്‍ പരിഗണിക്കുന്നതല്ല. 


ദര്‍ഘാസ്‌ സമര്‍പ്പിക്കുവാന്‍ താല്‍പ്പര്യമുള്ളവര്‍ മെഡിക്കല്‍ 
കോളേജ്‌ ഓഫീസില്‍ അപേക്ഷിക്കുന്നപക്ഷം ആവശ്യമായ 
ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ താഴെ കൊടുത്തിരിക്കുന്ന പ്രകാരം തുക 
അടച്ചാല്‍ ലഭിക്കുന്നതാണ്‌. ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ കൈമാറ്റം 
ചെയ്യാന്‍ പാടുള്ളതല്ല. ചെക്കുകള്‍, പോസ്റ്റേജ്‌ സ്റ്റാമ്പ്‌, ഡിമാന്റ്‌ 
രഡാഫ്റ്റ്‌ എന്നിവ ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വിലയായി 
സ്വീകരിക്കുന്നതല്ല. ദര്‍ഘാസ്‌ ഫോറം വി. പി. പി. ആയി 
അയയ്ക്കുന്നതല്ല. 

അടങ്കല്‍ തുക-* 3,10,000 

ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില (നികുതി സഹിതം); 

ഒറിജിനല്‍ 1,052 


ഡ്യൂപ്ലിക്കേറ്റ്‌--* 526 


(3,100) 


നിരത്ദ്രവ്യ൦-- 1% 


ദര്‍ഘാസ്‌ ഫോറം വില്‍ക്കപ്പെടുന്ന അവസാന തീയതിയും 


സമയവു൦൦19-1-2021, 3 മണി. 


ദര്‍ഘാസ്‌ ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 


സമയവും൦20-1-2021, 2.30 മണി. 


ദര്‍ഘാസ്‌ തുറക്കുന്ന തീയതിയും സമയവും--20-1-2021, 


3 മണി. 


ദര്‍ഘാസ്‌ നിരക്ക്‌ പ്രാബ ലൃത്തിലിരിക്കുന്ന തീയതി- 


31-3-2021. 


കൂടുതല്‍ വിവരങ്ങള്‍ പ്രവൃത്തി സമയത്ത്‌ ഈ 
ഓഫീസില്‍ അന്വേഷിച്ചാല്‍ അറിയാവുന്നതാണ്‌. ദര്‍ഘാസ്‌ 
നടപടികള്‍ മുന്നറിയിപ്പില്ലാതെ നീട്ടി വയ്ക്കുന്നതിനോ നിര്‍ത്തി 
വയ്ക്കുന്നതിനോ 


ഉള്ള അധികാരം (.പിന്‍സിപ്പാളില്‍ 


നിക്ഷിപ്തമായിരിക്കും. 


List oF ITEMS 





Sl Name of 
No. Items 


No. of 
Items 


Specification 





(1) (2) 


(3) 


(4) 





2 Knife 
(Vettukathy) 


3 Lemon grass 
oil (1 littre 
bottle) 


4 Floor cleaner 
solution for 
scrubbing 


3 


Machine (1 Litre) 500 


5 Glasss Cleaner 


6 Toilet Bowl 
Cleaner 


7 Aluminium 
Mop 
Handle 


8 Mop Holder 


100 


105 


Attachement Elements-2 
chest attachment D-Rings 
and adorsal attachment 
D-Ring for fall arrest, 
2 lateral D-Rings for work 
positioning. 


Adaptability-Adjustable 
shoulder, thighstraps and 
waist belt, sliding plates 
for easy adjustment of 
chest strap, Convenience- 
shoulder and thigh starps 
differentiated by a dual 
Tool 
holder loops and rings at 
the back. Ergonomics- 
Ideally positioned-sit 
strap for extended comfort. 


colour scheme. 


40 cm length, metal body, 
wooden handle. 


Citrol content- 80% 


Benzalkonium Chloride 
80% Cloroxynelol 2%, 
Cresol 2%-Iso Propyl 
Alcohol 10% Non ionic 
surfactant Perfumed. 


Homogeneous _ liquid- 
PH-7.00 +1.00 in 1 % 
solution 


Thick liquid-pH-1.0 to 

3.0 in 1% solution-Odour- 
Mild Characteristic 
Aluminium Handle with 
Ergonomic-Grip 
support-140 CM 

NC Loop End Green Band 


and Kentucky Mop 
Holder Green. 
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() (2) 


൪) 


(4) 





9 Diesel 
operated 
Ride on 
Sweeping 

Machine Brush 
(Main Broom) 


10 Diesel 
operated 
Ride on 
Sweeping 

Machine Brush 
(Side Broom) 


1] Scrubbing 
Machine 
Spare part- 
drain nose 
with cover 
replacement 


12 Scrubbing 
Machine 
Spare part- 
Rubber Lip 
set oil 
resistant 


13. Scrubbing 
Machine 
Spare part- 
Fixing plate 
suction bar 


14 Scrubbing 
Machine 
Spare part- 
Turbine 2- 
level 
replacement 
EP 230V 


15 Scrubbing 

Machine 
Spare part- 
Wheel D200 


16 Scrubbing 
Machine 
Spare part- 
Disc brush 
completed 
red D43 


17 Scrubbing 
Machine 
spare part- 
Splash proff 
profile brush 
head D43 


18 Room 
Freshner 


100 


Chevron V-Shaped broom 
for effective Sweeping- 
Main Broom-Rhino- 


Side Broom-Rhino 
Brush for effective 
sweeping 


PU hose with leak 
proof cover 


Rubber Type 


Pressure die casted 
aluminum 


230 Vac 50 Hz 
36000 rpm 


Non marking tyre of load 
205 Kg 


PP Homopolymer 
Bristies 


Metal 
resistant 


reinforced oil 


PH Value-6 
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1. 


10. 


11. 


12. 


13. 


14. 


15. 
16. 


TENDER SCHEDULE 


Tender period for which the rates to be in firm— 
One year. 


The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 


Advance payments conditions will not be 


considered. 


Tender forms are neither transferable nor the cost of 
it will be refundable under any circumstances. 


Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 


Tenders should be accompanied with a formal 
agreement executed in % 200 Kerala—non 
Judicial— Stamp Paper together with required sum 
of Earnest Money Deposits. 


Earnest Money Deposits (one percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of Crossed Demand Drafts drawn in 
favour of the Principal, Medical College, 


Thiruvananthapuram. 


Firm will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenderers. 


Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 


Tenders submitted with insufficient Earnest Money 
deposit will not be entertained. 


Belated tenders will not be considered under any 
circumstance. 


For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 


Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 


The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 


Specifications of the items are given in the list. 


Negotiation will be made only with the firm offering 
lowest price whose specification conforms to the 
requirements in the Tender Notification. 
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17. Tender will be opened in the presence of such of 
the tenderers or their authorized representatives 
who may present at the time. They should have 
valid authorization letters. 


18. More details can be had from this office on 
working hours. 


19. Amount quoted should be in Indian Rupees. 


(8) 
[നമ്പര്‍ 56/2020| 


നമ്പര്‍ സി1-21390/2020/സ.മെ.കോ.തി. 2020 ഡിസംബര്‍ 15. 


തിരുവനന്തപുരം മെഡിക്കല്‍ കോളേ /പി. ഐ. പി. എം. എസ്‌. 
വിഭാഗത്തിലേക്ക്‌ ഉപകരണങ്ങള്‍ (16 ഇനം) വാങ്ങുന്നതിലേക്ക്‌/ 
ചെയ്യുന്നതിലേക്ക്‌ നിശ്ചിത ഫോറത്തില്‍ 
മൂര്രവച്ച ദര്‍ഘാസുകള്‍ ക്ഷണിച്ചുകൊള്ളു ന്നു. ദര്‍ഘാസ്‌ 


വിതരണം 


അടക്കം ചെയ്യുന്ന കവറിനു മുകളില്‍ ദര്‍ഘാസ്‌ നമ്പര്‍ 
എഴു തേണ്ടതുംപിന്‍സി പ്പാള്‍, മെഡിക്കല്‍ കോളേജ്‌, 
തിരുവനന്ത പുരം-696 011, കേരളം എന്ന വിലാസത്തില്‍ 
അയയ്ക്കേണ്ടതുമാണ്‌. ദര്‍ഘാസുകള്‍ താഴെ ചേര്‍ത്തിട്ടുള്ള 
തീയതിയിലും സമയത്തും അപ്പോള്‍ ഹാജരായിട്ടുള്ള 
ദര്‍ഘാസ്‌ സമര്‍പ്പിച്ചവരുടെയോ അവര്‍ ചുമതലപ്പെടുത്തി 
യിട്ടുള്ള പ്രതിനിധികളുടേയോ സാന്നിദ്ധ്യത്തില്‍ തുറക്കുന്നതാണ്‌. 
വൈകി കിട്ടുന്ന ദര്‍ഘാസുകള്‍ പരിഗണിക്കുന്നതല്ല. 


ദര്‍ഘാസ്‌ സമര്‍പ്പിക്കുവാന്‍ താല്‍പ്പരൃ മുള്ള വര്‍ 
ഐ. എം. സി. എച്ച്‌ ആഫീസില്‍ അപേക്ഷിക്കുന്നപക്ഷം 
ആവശ്യമായ ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ താഴെ കൊടുത്തിരിക്കുന്ന 
(പകാരം തുക അടച്ചാല്‍ ലഭിക്കുന്നതാണ്‌. ദര്‍ഘാസ്‌ 
ഫോറങ്ങള്‍ കൈമാറ്റം ചെയ്യാന്‍ പാടുള്ളതല്ല. ചെക്കുകള്‍, 
പോസ്റ്റേജ്‌ സ്റ്റാമ്പ്‌, ഡിമാന്റ്‌ (ഡാഫ്റ്റ്‌ എന്നിവ ദര്‍ഘാസ്‌ 
ഫോറത്തിന്റെ വിലയായിസ്വീകരിക്കുന്നതല്ല. ദര്‍ഘാസ്‌ ഫോറം 
വി. പി. പി. ആയി അയയ്ക്കുന്നതല്ല. 


അടങ്കല്‍ തുക-* 4,35,000. 

നിരത്ര്രവ്യം--* 1% (൪ 4,350) 

ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില (നികുതി സഹിതം); 
ഒറിജിനല്‍ 1,476. (1,305+157+14) 
ഡ്യൂപ്ലിക്കേറ്റ്‌--* 738 


ദര്‍ഘാസ്‌ ഫോറം വില്‍ക്കപ്പെടുന്ന അവസാന തീയതിയും 
സമയവും 18-1-2021, 3 മണി. 


ദര്‍ഘാസ്‌ ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും--19-1-2021, 2.30 മണി. 


ദര്‍ഘാസ്‌ തുറക്കുന്ന തീയതിയും സമയവും--19-1-2021. 
3 മണി. 


ദര്‍ഘാസ്‌ നിരക്ക്‌ പ്രാബല്ൃത്തിലിരിക്കുന്ന തീയതി- 
31-3-2021. 


കൂടുതല്‍ വിവരങ്ങള്‍ പ്രവൃത്തി സമയത്ത്‌ ഈ 
ഓഫീസില്‍ അന്വേഷിച്ചാല്‍ അറിയാവുന്നതാണ്‌. ദര്‍ഘാസ്‌ 
നടപടികള്‍ മുന്നറിയിപ്പില്ലാതെ നീട്ടി വയ്ക്കുന്നതിനോ നിര്‍ത്തി 
വയ്ക്കുന്നതിനോ (പിന്‍സി പ്പാളില്‍ 
നിക്ഷിപ്തമായിരിക്കും. 


ഉള്ള അധികാരം 


Gaz. No. 2/2021/DTP (Stores Purchase). 


SPECIFICATION OF THE ITEMS 





SI. 


Name of item 


No. of 
Units 





() 


(മ) 


G3) 





10 


Analytical balance; Beam Short beaM 
of hard brass, Upper edge divided 

into 50 scales divisions to each side, 
Each 
1/5 mg, Rider on the scale, stand 


scale division representing 
all parts of brass, Arrester vertical 
raising type, Pans chromium plated, 
slightly concave in inwards, Case 
wooden polished with front slider and 
two side doors, Base sun mica black 
board, Capacity 200 gms, Sensitivity 
1/5 mg. 


Analytical weight box: Class “A” 
Tested with Certificate, Stainless steel 
or Brass C. P. lmg to 200 gm set. 


Portable Digital colorimeter Systronics 
with cuvette, dust cover and cuvette 
stand, with 8 filters (400-700 nm), 


5 


cuvette volume-1ml/2ml/4ml, Photodiode 


detector % T, ABS, con & K factor, 
4 digit LED display 


Electric water bath: Electric water bath 
Six hole rectangular thermostatic, 
stainless steel, digital temperature 
indicator cum controller, 7.5 cm 
concetric rings. 


Vibrator: square, 220* 160 mm, tension: 
230v, height: 105 mm, Indian 


Acryliser, Indian, 10 flask capacity, 
stainless steel, 220, 230VAC, with 
temperature control 


Hydraulic press, Indian 3 flask capacity, 


maximum piston blow 25 mm. 


Dental Lathe, Indian with double 
bearing and chuck and key, half HP 
power, 2800 RPM. 


Model Trimmer, indian 34 HP, 1800 
RPM-Heavy base, inlet and out flow 
water system, 10” diamond/discrough 
or fine 


Induction Heating Stove, Indian, 
1000 Watt 


ee 
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(1) 


(2) G3) 





11 


12 


13 


14 


15 


16 


Dental Polishing lathe, Indian 3000-4000 1 
RPM, 1/3 HP, with chuck and Key 


High Speed Trimmer (Lathe), 2 HP, 1 
20000 rpm, 230v, 60hz, with safety eye 
shield and lighting mechanism. 


Cable attachment for dental lathe, 
Indian for hanging motor 


Instant geyser, Indian, 3000 watt, 3L 
capacity 


Electronic balance: 


(a) 
(b) 
(c) 


(d) 
(e) 
(f) 


Electrophoresis powerpack: Micropro- 
cessor controlled, inbunt safety features, 
Conspicuous 3. digit LED, Alarm 
function, Wipe clean polycarbonate 
housing, Maximum voltage 300V, 
Maximum current-400 mA, Max.Power- 
60 Watts, No. of output pairs-2 


Readability : - 0.01 mg 
waighing capacity : -100gm 
Repeatability : = 0. 05mg 


Linearity : = 0.1 mg 
Stabilization time: <3 sec. 


Stabilizer (Compatible to balance) 


2 





TENDER SCHEDULE 


The period for which the rates to be in firm— 
One year. 


The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 


Advance payments conditions will not be 


considered. 


Tender forms are neither transferable nor the cost of 
it will be refundable under any circumstances. 


Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 


Tenders should be accompanied with a formal 
agreement executed in % 200 Kerala—non 
Judicial— Stamp Paper together with required sum 
of Earnest Money Deposits. 


Earnest Money Deposits (one percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of Crossed Demand Drafts drawn in 
favour of the Principal, Medical College, 
Thiruvananthapuram. 
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8 Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenderers. 


9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 


10. Tenders submitted with insufficient Earnest Money 


Deposit will not be entertained. 


11. Belated tenders will not be considered under any 


circumstance. 


12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 


selection. 


13. Tenders should bear the signature and full postal 


address of the tenderers wherever necessary. 


14. The undersigned reserves the right to reject any 


tender wholly or partially without any prior 
information to the tenderers. 


15. 
16. 


Specifications of the items are given in the list. 


Negotiation will be made only with the firm offering 
lowest price whose specification conforms to the 
requirements in the Tender Notification. 


17. Tender will be opened in the presence of such of 
the tenderers or their authorized representatives 
who may present at the time. They should have 


valid authorization letters. 


18. More details can be had from this office on 


working hours. 


19. Amount quoted should be in Indian Rupees. 


(9) 


[നമ്പര്‍ 57/2020] 


നമ്പര്‍ സി 21398 /2020/ജി.എം.സിറ്റി. 2020 ഡിസംബര്‍ 16. 


തിരുവനന്തപുരം മെഡിക്കല്‍ കോളേജ/പി.ഐ.പി.എം.എസ്‌. 
വിഭാഗത്തിലേക്ക്‌ ഉപകരണങ്ങള്‍ (9 ഇനം) വാങ്ങുന്നതിലേക്ക്‌/ 
വിതരണം ചെയ്യുന്നതിലേക്ക്‌ നിശ്ചിത ഫോറത്തില്‍ മുര്രവച്ച 
ദര്‍ഘാസുകള്‍ ക്ഷണിക്കുന്നു. ദര്‍ഘാസ്‌ അടക്കം ചെയ്യുന്ന 
കവറിനു മുകളില്‍ ദര്‍ഘാസ്‌ നമ്പര്‍ എഴുതേണ്ടതും 
വൃക്ത മായി പൂരിപ്പിച്ച്‌ വെട്ടിത്തിരുത്തലുകള്‍ ഇല്ലാതെ 
(പിന്‍സിപ്പാള്‍, മെഡിക്കല്‍ കോളേജ്‌, തിരുവനന്തപുരം 
എന്ന വിലാസത്തില്‍ അയയ്ക്കേണ്ടതുമാണ്‌. ദര്‍ഘാസുകള്‍ 
താഴെ ചേര്‍ത്തിരിക്കുന്ന തീയതിയിലും സമയത്തും 
അപ്പോള്‍ ഹാജരായിട്ടുള്ള ദര്‍ഘാസ്‌ സമര്‍പ്പിച്ചവരുടെയോ 
അവര്‍ ചുമതലപ്പെടുത്തിയിട്ടുള്ള പ്രതിനിധികളുടെയോ 
സാന്നിദ്ധ്യത്തില്‍ തുറക്കുന്നതാണ്‌. വൈകി കിട്ടുന്ന 


ദര്‍ഘാസുകള്‍ പരിഗണിക്കുന്നതല്ല. 
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ദര്‍ഘാസ്‌ സമര്‍പ്പിക്കുവാന്‍ താല്‍പര്യമുള്ളവര്‍ മെഡിക്കല്‍ (1) (2) (3) 
കോളേജ്‌ ഓഫീസില്‍ അപേക്ഷിക്കുന്നപക്ഷം ആവശ്യമായ 
4 Micropipette-variable volume(20-200 micro litre) 7 
ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ താഴെ കൊടുക്കുന്ന പ്രകാരം തുക 
അടച്ചാല്‍ ലഭിക്കുന്നതാണ്‌. ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ കൈമാറ്റം 5 Micropipette-variable volume(10-100 micro litre) 7 
ചെയ്യാന്‍ പാടുള്ളതല്ല. ചെക്കുകള്‍, പോസ്റ്റേജ സ്റ്റാമ്പ്‌, 6 Micropipette-variable volume(500-1000 micro litre) 7 
ഡിമാന്റ്‌ ഡ്രാഫ്റ്റ്‌ എന്നിവ ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വിലയായി 
ന 7 Microtome knife-Microtome knife (wedge type) 1 
സ്വീകരിക്കുന്നതല്ല. ദര്‍ഘാസ്‌ ഫോറം വി. പി. പി. ആയി 
Spencer type, made of special alloy steel, 
അയയ്ക്കുന്നതല്ല. [1 ം ന്തി 
supplied with handle and honing guide in 
അടങ്കല്‍ തുക-$ 4,00,000. wooden box, size 120 mm back for Microtome 
knife made of stainless steel, size 120 mm 
നിരത്ര്രവ്യം--* 4,000. 
ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില (നികുതി സഹിതം); 8 പി? biochemistry analyser 
Microprocessor controlled general purpose 1 
ഒറിജിനല്‍-$ 1356 (₹ 1200 --144 4 12). bicromic photometer system with at least 6 
. filters ranging from 340_630 nm. Temperature 
ഡ്യൂപ്ലിക്കേറ്റ്‌ 678. oO പ . 
37 self monitoring built in incubation system 
ദര്‍ഘാസ്‌ ഫോറം വില്‍ക്കപ്പെടുന്ന അവസാന തീയതിയും for temperature controlled absorbance reading. 
സമയവും--18-1-2021, 3 മണി. Light source. Tungston/Halogen or highter 
x grade with one additional bulb. Suitable for 
ദര്‍ഘാസ്‌ ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും ം നി . നി 
നനിരിന്ത്‌ 1 bee acl end point, kinetic and two point kinetic 
be 7 , measurement modes. Should have flow cell 
ദര്‍ഘാസ്‌ തുറക്കുന്ന തീയതിയും സമയവു൦- measuring device. Should have measurement 
19-1-2021, 3 മണി. range from 0.001_2.300 ABS, reading result on 
1 . LCD display, have quality control/test QC 
ദര്‍ഘാസ്‌ നിരക്ക്‌ പ്രാബ ല്ൃത്തിലിരിക്കുന്ന തീയതി- : : 
survey of at least 3 sd points, Levy Jenning 
3222. plot, should have a filter half band width of 
കൂടുതല്‍ വിവരങ്ങള്‍ പ്രവൃത്തി സമയത്ത്‌ ഈ 10 nm or lesser. Should be supplied with 1 
ഓഫീസില്‍ അന്വേഷിച്ചാല്‍ അറിയാവുന്നതാണ്‌. variable (10_100 microlitre) and one fixe volume 
ദര്‍ഘാസ്‌ നടപടികള്‍ മുന്നറിയിപ്പില്ലാതെ നീട്ടി വയ്ക്കുന്നതിനോ 500 microlitre pipette, should have a test 
നിര്‍ത്തിവയ്ക്കുന്നതിനോ ഉള്ള അധികാരം പ്രിന്‍സിപ്പാളില്‍ programme memory of 50 or more. Aspiration 
നിക്ഷിപ്തമായിരിക്കും. should be based on Bellow or peristallistic 
pump / vaccum pump. Should provide 500 ml 
SPECIFICATION OF THE ITEMS of reagents for urea, creatinine, sugar, cholesterol, 
bilirububin and QC 5 ml each for normal and 
sl Mouse ക്ല Ms Of abnormal. Should be supplied with online pure 
No. Units sinewave UPS of sufficient capacity for a 
(1) (2) (3) minimum back up of 30 minutes, Test report 
: ; from ERTL. Copy of the certificate/test report 
1 Centrifuge: with 8 buckets ant rotory head, 1 shall be produced along with the technical bid 
should have a maximum speed of 5000rpm 
9 Incubator Bacteriological BOD Doublewalled 


with stepless regulator, should be supplied 
with safety lid and lock, should have digital 
speedometed and timer, should have imbalance 
detecter and automatic cut off, standard mark 
on quality and safety is compulsory, standard 
mark on quality and safety is compulsory, 
should work on 200 _ 240v and 50hz power 
supply, should have swing out rotor of size 


8 x 15 ml 
Electric Heater; GI heating element 2000WAC = 5 


Esbach’s Albuminometer 1 


body with inner chamber of stainless steel 
and outer galvanized steel with non corosive 
epoxy powder coated full view glass door 
Capacity-inner Chamber, Temperature door alarm, 
cooling, power supply; 100-120L with an internal 
fan for uniform air circulation 3-4 shelves and 


with illumination. 


Control; microprocessor based with digital disply, 
range-5°C to 50°C with an accuracy of + 0.5°C. 
Low/high temperature alarm. CFC free refrigeration 
210-240V/50-60 Hz. 
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10. 


11. 


12. 


13. 


14. 


15. 
16. 


TENDER SCHEDULE 


The period for which the rates to be in firm— 
One year. 


The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 


Advance payments conditions will not be 


considered. 


are neither transferable nor 
the cost of t will be refundable under any 


Tender forms 


circumstances. 


Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 


Tenders should be accompanied with a formal 
agreement in = 200 Kerala-non 
Judicial-Stamp Paper together with required sum 


executed 


of Earnest Money Deposits. 


Earnest Money Deposits (one percentage) of the 
total cost of the articles quoted for, can be 
remitted by way of Crossed Demand Drafts 
drawn in favour of the Principal, Medical College, 
Thiruvananthapuram. 


Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenderers. 


Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be 
rejected. 


Tenders submitted with insufficient Earnest 
Money Deposit will not be entertained. 


Belated tenders will not be considered under any 
circumstance. 


For Medicines, Surgicals and Materials, Samples 
should be submitted along with the Tender. Tenders 
without samples will not be cosidered for selection. 


Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 


The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 


Specifications of the items are given in the list. 


Negotiation will be made only with the firm 
offering lowest price whose specification conforms 
to the requirements in the Tender Notification. 
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17. Tender will be opened in the presence of such of 
the tenderers or his authorized representatives 
who may present at the time. They should have 


valid authorization letters. 


18. More details can be had from this office on 


working hours. 


19. Amount quoted should be in Indian Rupees. 


(10) 


[നമ്പര്‍ 66/2020] 


നമ്പര്‍ സി1-22988(1)/2020/ജി.എം.സി.്റി. 2020 ഡിസംബര്‍ 16. 


തിരുവനന്തപുരം മെഡിക്കല്‍ കോളേജ/എസ്‌. എ. റ്റി. എച്ച്‌. 
ഹൌസ്‌ കീപ്പിംഗ്‌ വിഭാഗത്തിലേക്ക്‌ ലി്ബനള items 
,്ല്രീനിംഗ്‌ ഐറ്റംസ്‌) (നാല്‍ ഇനം) വാങ്ങുന്നതിലേക്ക്‌/വിതരണം 
മു(്ദവച്ച 
ദര്‍ഘാസുകള്‍ ക്ഷണിക്കുന്നു. ദര്‍ഘാസ്‌ അടക്കം ചെയ്യുന്ന 


ചെയ്യുന്നതിലേക്ക്‌ നിശ്ചിത ഫോറത്തില്‍ 


കവറിനു മുകളില്‍ ദര്‍ഘാസ്‌ നമ്പര്‍ എഴുതേണ്ടതും 
വൃക്ത മായി പൂരിപ്പിച്ച്‌ വെട്ടിത്തിരുത്തലുകള്‍ ഇല്ലാതെ 
പ്രിന്‍സിപ്പാള്‍, മെഡിക്കല്‍ കോളേജ്‌, തിരുവനന്തപുരം എന്ന 
വിലാസത്തില്‍ അയക്കേണ്ടതുമാണ്‌. ദര്‍ഘാസുകള്‍ താഴെ 
ചേര്‍ത്തിരിക്കുന്ന തീയതിയിലും സമയത്തും അപ്പോള്‍ 
ഹാജരായിട്ടുള്ള ദര്‍ഘാസ്‌ സമര്‍പ്പിച്ചവരുടെയോ അവര്‍ 
ചുമതലപ്പെടുത്തിയിട്ടുള്ള പ്രതിനിധികളുടെയോ സാന്നിദ്ധൃത്തില്‍ 
തുറക്കുന്നതാണ്‌. വൈകി 


കിട്ടുന്ന ദര്‍ഘാസുകള്‍ 


പരിഗണിക്കുന്നതല്ല. 


ദര്‍ഘാസ്‌ സമര്‍പ്പിക്കുവാന്‍ താല്‍പ്പര്യമുള്ളവര്‍ മെഡിക്കല്‍ 
കോളേജ്‌ ഓഫീസില്‍ അപേക്ഷിക്കുന്നപക്ഷം ആവശ്യമായ 
ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ താഴെ കൊടുത്തിരിക്കുന്ന പ്രകാരം തുക 
അടച്ചാല്‍ ലഭിക്കുന്നതാണ്‌. ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ കൈമാറ്റം 
ചെയ്യാന്‍ പാടുള്ളതല്ല. ചെക്കുകള്‍, പോസ്റ്റേജ്‌ സ്റ്റാമ്പ്‌, ഡിമാന്റ്‌ 
രഡാഫ്റ്റ്‌ എന്നിവ ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വിലയായി 
സ്വീകരിക്കുന്നതല്ല. ദര്‍ഘാസ്‌ ഫോറം വി. പി. പി. ആയി 


അയയ്ക്കുന്നതല്ല. 
അടങ്കല്‍ തുക-* 3,54,500. 
നിരത്രരവ്യം--* 3,545. 
ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില (നികുതി സഹിതം); 
ഒറിജിനല്‍-_( 1,064 -- 128 -- 11) ₹ 1,203. 
ഡ്യൂപ്ലിക്കേറ്റ്‌ 602. 


ദര്‍ഘാസ്‌ ഫോറം വില്‍ക്കപ്പെടുന്ന അവസാന തീയതിയും 


MAMANG— 21-1-2021, 3 മണി. 


ദര്‍ഘാസ്‌ ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 


സമയവു൦൦22-1-2021, 2.30 മണി. 


ദര്‍ഘാസ്‌ തുറക്കുന്ന തീയതിയും സമയവും 


22-1-2021, 3 മണി. 


ദര്‍ഘാസ്‌ നിരക്ക്‌ പ്രാബല്ൃത്തിലിരിക്കുന്ന തീയതി-- 
31-3-2021. 
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കൂടുതല്‍ വിവരങ്ങള്‍ 


(പവ്ൃത്തി സമയത്ത്‌ ഈ 


ഓഫീസില്‍ അന്വേഷിച്ചാല്‍ അറിയാവുന്നതാണ്‌. ദര്‍ഘാസ്‌ 


നടപടികള്‍ മുന്നറിയിപ്പില്ലാതെ നീട്ടി വയ്ക്കുന്നതിനോ 


നിര്‍ത്തി വയ്ക്കുന്നതിനോ ഉള്ള അധികാരം പ്രിന്‍സിപ്പലില്‍ 


നിക്ഷിപ്തമായിരിക്കും. 


10. 


11. 


12. 


13. 


Gaz 


TENDER SCHEDULE 


The period for which the rates to be in firm— 
One year. 


The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 


Advance payments conditions will not be 


considered. 


Tender forms are neither transferable nor 
the cost of t will be refundable under any 


circumstances. 


Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 


Tenders should be accompanied with a formal 
in = 200 Kerala-non 
Judicial-Stamp Paper together with required sum 


agreement executed 


of Earnest Money Deposits. 


Earnest Money Deposits (one percentage) of the 
total cost of the articles quoted for, can be 
remitted by way of Crossed Demand Drafts 
drawn in favour of the Principal, Medical College, 
Thiruvananthapuram. 


Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenderers. 


Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be 
rejected. 


Tenders submitted with insufficient Earnest 


Money Deposit will not be entertained. 


Belated tenders will not be considered under any 
circumstance. 


For Medicines, Surgicals and Materials, Samples 
should be submitted along with the Tender. Tenders 
without samples will not be cosidered for selection. 


Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 


. No. 2/2021/DTP (Stores Purchase). 
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14. 


15. 
16. 


17. 


18. 


19. 


The undersigned reserves the right to reject any 
tender wholly or partially without any prior 


information to the tenderers. 
Specifications of the items are given in the list. 


Negotiation will be made only with the firm 
offering lowest price whose specification conforms 


to the requirements in the Tender Notification. 


Tender will be opened in the presence of such of 
the tenderers or his authorized representatives 
who may present at the time. They should have 


valid authorization letters. 


More details can be had from this office on 


working hours. 
Amount quoted should be in Indian Rupees. 


LIsT OF THE ITEMS 





Item 
No. 


Specifications and Quantity Unit 


description of articles 





CSR Trolley-SS$304 

Length-6 Feet 

Width-2 Feet 

Height-3.5-4 Feet 

Side Almirah Type One Door 

with 2 Rack Inside 

Wheel-9” Heavy 

For Shifting CSR-Items from Theatre 
to CSR and same 


3 Nos. 


Mannual Sweeping Machine 3 Nos. 
for Floor Cleaning 

Length mm.800/1000 

Width with side Broom-725/825 mm 


Weight-26 Kg. 


Back Pack Vaccum Cleaner For 1 
Dust Cleaning Floor Cleaning 

Floor Dust 

Power Code-15.20 

Power-900-1000 Max, Voltage-220-240 

Air flow-166, Weight-4.8 Kg 

Pack Capacity-5/plastic/material 
Airflow-48, Height-560 


Tron Trolley With Low Form 3 Nos. 
Handle Height-3 feet 

Plat form length-5 feet 

Scooter wheel-Four for shifting large 


cylinders and store use 
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[നമ്പര്‍ 67/2020] 


നമ്പര്‍ സിഗ-28ടാ/2020/ജി.എം.സി.്റി. 2020 ഡിസംബര്‍ 18. 


തിരുവനന്തപുരം മെഡിക്കല്‍ കോളേജ്‌ /എസ്‌. ag. QI. 
ആശുപ്രതി ഹൌസ്‌ കീപ്പിംഗ്‌ വിഭാഗത്തിലേക്ക്‌ വിവിധ 
മെറ്റീരിയല്‍സും ഉപകരണങ്ങളും വാങ്ങുന്നതിലേക്ക്‌/വിതരണം 
ചെയ്യുന്നതിലേയ്ക്ക്‌ നിശ്ചിത ഫോറത്തില്‍ മുദ്രവച്ച 
ദര്‍ഘാസുകള്‍ ക്ഷണിച്ചുകൊള്ളുന്നു. ദര്‍ഘാസ്‌ അടക്കം 
ചെയ്യുന്ന കവറിനു മുകളില്‍ ദര്‍ഘാസ്‌ നമ്പര്‍ എഴുതേണ്ടതും 
വൃക്തമായി പൂരിപ്പിച്ച്‌ വെട്ടിത്തിരുത്തലുകള്‍ ഇല്ലാതെ 
പ്രിന്‍സിപ്പാള്‍, മെഡിക്കല്‍ കോളേജ്‌, തിരുവനന്തപുരം-695 011 
കേരളം എന്ന വിലാസത്തില്‍ അയക്കേണ്ടതുമാണ്‌. 
ദര്‍ഘാസുകള്‍ താഴെ ചേര്‍ത്തിട്ടുള്ള തീയതിയിലും സമയത്തും 
അപ്പോള്‍ ഹാജരായിട്ടുള്ള ദര്‍ഘാസ്‌ സമര്‍പ്പിച്ചവരു 
ടെയോ അവര്‍ ചുമതലപ്പെടുത്തിയിട്ടുള്ള പ്രതിനിധികളുടെയോ 
സാന്നിദ്ധ്യത്തില്‍ തുറക്കുന്നതാണ്‌. വൈകി കിട്ടുന്ന 


ദര്‍ഘാസുകള്‍ പരിഗണിക്കുന്നതല്ല. 


ദര്‍ഘാസ്‌ സമര്‍പ്പിക്കുവാന്‍ താല്‍പ്പര്യമുള്ളവര്‍ മെഡിക്കല്‍ 
കോളേജ്‌ ഓഫീസില്‍ അപേക്ഷിക്കുന്നപക്ഷം ആവശ്യമായ 
ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ താഴെ കൊടുത്തിരിക്കുന്ന പ്രകാരം തുക 
അടച്ചാല്‍ ലഭിക്കുന്നതാണ്‌. ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ കൈമാറ്റം 
ചെയ്യാന്‍ പാടുള്ളതല്ല. ചെക്കുകള്‍, പോസ്റ്റേജ്‌ സ്റ്റാമ്പ്‌, ഡിമാന്റ്‌ 
രഡാഫ്റ്റ്‌ എന്നിവ ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വിലയായി 
സ്വീകരിക്കുന്നതല്ല. ദര്‍ഘാസ്‌ ഫോറം വി. പി. പി. ആയി 


അയയ്ക്കുന്നതല്ല. 
അടങ്കല്‍ തുക്‌ 2,61,500. 
നിരത്ദ്രവൃം--* 1% 
ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില (നികുതി സഹിതം); 
ഒറിജിനല്‍-_* 887. 
ഡ്യൂപ്ലിക്കേറ്റ്‌ 444. 


ദര്‍ഘാസ്‌ ഫോറം വില്‍ക്കപ്പെടുന്ന അവസാന തീയതിയും 


സമയവു൦൦21-1-2021, 3 മണി. 


ദര്‍ഘാസ്‌ ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 


MAMANO—22-1-2021, 2.30 മണി. 


ദര്‍ഘാസ്‌ തുറക്കുന്ന തീയതിയും സമയവും 


22-1-2021, 3 മണി. 


ദര്‍ഘാസ്‌ നിരക്ക്‌ പ്രാബല്ൃത്തിലിരിക്കുന്ന തീയതി- 


31-3-2021. 


കൂടുതല്‍ വിവരങ്ങള്‍ പ്രവൃത്തി സമയത്ത്‌ ഈ 
ഓഫീസില്‍ അന്വേഷിച്ചാല്‍ അറിയാവുന്നതാണ്‌. ദര്‍ഘാസ്‌ 
നടപടികള്‍ മുന്നറിയിപ്പില്ലാതെ നീട്ടി വയ്ക്കുന്നതിനോ 
നിര്‍ത്തി വയ്ക്കുന്നതിനോ ഉള്ള അധികാരം പ്രിന്‍സിപ്പലില്‍ 


നിക്ഷിപ്തമായിരിക്കും. 
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50 
List oF IremMs 
Item Specifications and Quantity Unit 
No. description of articles 
1 Benzal Konium Chloride-80% 500 litre 
like Lyzole-500 litre 1-50000 
for spraying covid positive Area 
2 Cleaning solution for Scrubber 250 litre 
Machine 
Low foam with perfumed smell 
3 Eco Shield Solution for Fumigation 25 litre 
Using for theatre fumigation and 
surface disinfection 
4 Mop for Double Bucket Trolley 50 Nos. 
Mop & Stick 
5 Telescoping Expandable Pole-with 9 Nos. 
Brush for web cleaning 
Aluminium pipe adjustable length 
6 Vettukathy 6 Nos. 
for tree branches cutting and other 
housekeeping works 
Govt. Medical College, (Sd.) 
Thiruvananthapuram. Principal. 


Printing Department 
e-TENDER NOTICE 
[No. 52/2020-21] 


No. G3/10706/2020. 23rd October 2020. 


e-Tender in two cover system are invited from 
competent manufacturers/suppliers or their authorised 
dealers with adequate stock and spares and repair 
capabilities for the supply of Knife Grinding Machine as 
per the specifications of this Department. The tender is to 
be submitted as e-tender through the web portal https:// 
etenders.kerala.gov.in. Since this is an e-tender only those 
bidders who have enrolled in the above portal with their 
own Digital Signature Certificate (DSC) can participate in 
the e-tender. e-Tender document and other details can be 
obtained from the above e-portal. 


The tender has two parts: 
I. Technical Bid 
2. Financial Bid (BOQ) 


Tender No. with PAC—e-Tender No. 52/2020-21/SN— 
= 10 Lakh (Rs. Ten Lakh) 


Last date and time of receipt of e-tender— 
18-1-2021, 5 p.m. 
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Closing date of e-tender—18-1-2021. 
Date and time of opening of e-tender: 


1. Technical Bid—20-1-2021, 11 a. m. 
2. Financial Bid—Subsequent to that 


Cost of e-tender 
= 2,000 + @ GST 18% . 


(Online Submission)— 


EMD—1% of PAC in online payment = 10,000. 


Security Deposit—5% of total contract amount as 


per rules to be furnished as Bank. 


Period വ്‌ Supply—Within 60 days of receipt of 
Supply Order. 


The tender has two covers: 


Technical Cover 


Financial Cover 
A. Technical Cover 


The first cover ie, the technical cover shall be 


uploaded with the following document. 
1. Technical details 


Detailed techinical specification of the product 
offered, Compliance Statement in the given proforma 


along with diagrams of machine intended to supply. 


The bidder should prepare the Specification- 
Compliance statement in the following proforma and 
upload it duly signed. The Specification—Compliance 
Statement should contain all the details in the 
Departmental Technical Specification/General Conditions 
and the compliance to the same to be properly marked 
and deviation if any shall be marked in the compliance 


statement. 





Specification—Compliance Statement for e-tender 





Details of . Deviation from 
Details of the 
Sl = Departmental Departmental 
Product 
No. Technical Technical 
offered 
Specifications Specification 
and General if any 


condition 





2. Brochure of the product intended to supply. 


3. Work Experience Certificate, O.E.M Authorisation 


Letter and other relevant details. 
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4. Scanned Copy of the agreement in the prescribed 
Format in Kerala Stamp Paper worth © 200. 


5. Declaration in Stamp Paper worth & 200 that the firm 
is not black listed, in the prescribed form. 


B. Financial Cover 


The second cover i.e., the financial cover shall 
contain the filled up BOQ in the standard proforma. 
Selection will be based on the guidelines given in the 
stores purchase manual. 


Specifications 
Item—Automatic Knife Grinding Machine 
Size—60 inch 


Type—Wet and automatic knife grinding machine with 
manual clamp Grinding Head Motor RPM-1440 


No. of segment wheels—8 

Segment Wheel size—150 x 75 x 25mm 

Grinding Area—Upto 1550 x 180mm 

Coolant tank with pump is essential 
General Conditions 


Compliance to the following general conditions should be 
marked as Yes/No against each, and signed underneath, 
by the bidder, documents in proof of the compliance 
should also be uploaded. 











Sl. Description of the condition to Yes/No 
No. be complied 
(1) (2) G3) 
1 Firms and suppliers with valid certificates 
are exempted from the EMD/Security Deposit 
as per G.O. (P) No. 3/2013/SPD dated 
21-6-2013. 
1 (a) Whether document in proof of 
the same is attached herewith 
2 All the technical specification should be 
mentioned clearly by the bidder. 
2 (a) Whether document in proof of the 
same is attached herewith. 
3. Machine offered should be standard, 


branded and proven product and available 
in the market. 


3 (a) Whether document in proof of the 
same is attached herewith. 
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() 2) (3) @ (മ) 

4 Only manufacturing firms (OEMs) or their 10 (b) Performance certificate from reputed 
authorized dealers are eligible to participate customers for the type of machine/ 
in the tender. equipment tendered 
4 (a) Whether proof that the firm is the 1] The manufacturer should provide a list of 

OEM/Authorised Dealer of the OEM machines (of the type tendered) sold by 
is attached. them in Kerala with customer details. 

5 Manufacturing firms should have preferably 12. Demonstration of the machine should be 
ISO 9001 quality certificate. arranged by the manufacture/authorized 

dealer, if needed for making a proper 
5 (a) Whether ISO 9001 quality certificate technical decision regarding buying. 
is attached herewith 
| 13 Supervisors/operators are decided by the 

6 Dealers should have minimum five years Department should be adequately trained 
experience of trading in the same brand. free of cost by the bidder after successful 
6 (a) Whether document in proof of installation of the machine/equipment. 

the same is attached herewith 14. Pre-installation requirement including the 
7 Service centres in Kerala for prompt after required foundations, cabling, electrical if 
3 3 3 any should be intimated by the successful 
sales service is preferred. Details of : : . . : 
Nearest Service Centres with address and Per മ confirmation i 
contact telephone numbers and e-mail ro a P y ലട er. : oe dice end i 
address should be submitted. Response henished. Ee കടെ ട്‌ 
time for a service call should be specified. urnisne 
‘ ല്‍ 15 Required accessories/spares/tools for 
7 (a) Whether details of Nearest Service ക 
. installation should be taken care of by the 
Centres with address and contact bidder 
telephone numbers and e-mail 
address submitted. 16 Catalogues/Operation Manuals/Spare Parts 
7 (b) Wheth ം f ം Manuals along with all technical details of 
(b) = al ചട്ട ടട Service the machine should be produced by the 
Gall ist specitied. successful bidder, at the time of supply 

8 Brochure containing the details of the of the machine/equipment. 
equipment and technical SpScitiearians 17 Installation and trial run should be carried out 
sheuld be uploaded. All the technical by the supplier at the specified Govt. Press 
specifications should be mentioned at his own cost whether consumables 
clearly by the bidder and any deviation required for the trial run, if any be provided 
should be brought-out clearly. by the supplier. If not, the details of the 

9 Warranty conditions should include the requirement should be intimated to the 
following : (1) Warranty period of the Department at the time of confirmation of 
machine/equipment should be minimum supply order itself without fail. 

1 year and the warranty should include all 18 The supplier shall undertake that the 
the spare parts and labour charges complete. firm has never been blacklisted by any 
(2) Spares and services should be available Government/Quasi Government firm in 
through the expected life time of the India and no case is pending against the 
machine/equipment. firm. This should also be made clear in the 
9 (a) Whether warranty conditions of the tender as preliminary Gidettaking (a8 pet 
. . . the affidavit format enclosed to be executed 

bidder (in case different from the in Kerdla Stamp Paper worth 200) 

above) is enclosed herewith P rap 

19 The deli iod should b ificall 
10 Bidder should produce documentary 2 © CONGTY PSOE SHOUE 2& SPECINCAAY 


evidence for the following: 


10 (a) Govt. Supplies made by them for 
the type of machine/equipment 
tendered 


mentioned in the tender. Any abnormal 
delay by the supplier in delivery/ 
commissioning etc. attract compensation 
and penalty by the supplier or action 
decided by the purchasing officer. 
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() 


(മ) 


GB) 





20 


21 


24 


Details of the machine offered such as 
Brochures, drawings if any, video CDs 
demonstrating the operation etc. should 
be brought at the Pre bid meeting and any 
deviation from the technical specifications 
should be clarified and got approved by the 
purchaser’s technical authorities. 


During the erection/commissioning or while 
performing in the guarantee period, if the 
machine supplied is found defective, improper 
or not as per the specifications or of inferior 
quality, or is not otherwise in accordance 
with the contract, then the department of 
printing shall intimate this fact in writing 
to the supplier for rectification/replacement 
of such defective machines at their own 
cost to the entire satisfaction of the 
purchase officers. In the event of their 
failure to do as above department reserves 
the right to carry out such repair work at 
the risk and cost of defaulted supplier. 


Rate quoted should be valid for a period of 
minimum 6 months. 


Rates quoted should be inclusive of all 
taxes/charges, loading, unloading, 
transportation, erection and commissioning 
charges. 


AMC (after warranty period) details should 
be specified. Specify the year-wise rates for 
a period of 5 years after warranty period. 


24 (a) Whether year-wise rates as above is 
submitted herewith. 


Any document/certificate required from us 
for delivery of machines should be specified 
in advance. 


The department has every right to reject the 
tender at any time during the tendering 
process if any violation of any of the 
tender conditions is noticed. 


Tender Evaluation will be done purely on 
the basis of the documents submitted by the 
bidder online and no document submitted 
afterwards will be considered for evaluation. 
Hence, all documents which the bidder 
feels necessary for the evaluation of the 
tender should be submitted online. A copy 
of all documents submitted online should 
reach the office of the Purchaser before the 
technical bid opening time of the tender. 





Gaz. No. 2/2021/DTP (Stores Purchase). 
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() 
28 


(മ) 
All rules and regulations of the tender shall 
be in accordance with the Store Purchase 
Manual of the Government of Kerala. 


3) 





Payment condition : 90% of the total payment 
will be paid after the satisfactory installation 
of the machine/equipment and the balance 
10% will be paid after the report of 
satisfactory production. 





Note:—Each row of the above table should be filled up 
clearly with Yes/No as applicable, by the bidder, 
otherwise the tender is liable to be rejected. 


Office of the Director, 
Govt. Central press, 
Thiruvananthapuram. 


(Sd.) 
Director of Printing. 


Technical Education Department 


ലഘൂ ദര്‍ഘാസ്‌ പരസ്യം 


maué D4-4203/2020/GECTCR. 2020 ഡിസംബര്‍ 3. 


തൃശ്ശൂര്‍ ഗവ. എന്‍ജിനീയറിംഗ്‌ കോളേജിലെ കെമിസ്ട്രി 
വിഭാഗത്തിലേക്ക്‌ ആവശ്യമായ ഉപകരണങ്ങള്‍ വാങ്ങുന്നതിന്‌ 
മുദ്രവച്ച ദര്‍ഘാസുകള്‍ ക്ഷണിച്ചുകൊള്ളുന്നു. 


ദര്‍ഘാസ്‌ നമ്പര്‍-ഡി4/0/20-21 
അടങ്കല്‍ തുക-$ 1,48,500 


ദര്‍ഘാസ്‌ സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവു൦--20-1-2021, 2 മണി. 


ദര്‍ഘാസ്‌ തുറക്കുന്ന തീയതിയും സമയവും--20-1-2021, 
3 മണി. 


വെബ്സൈറ്റ്‌. ൭൦.൩ 
ഫോണ്‍ : 0487 23341344 


ദര്‍ഘാസ്‌ ആവശ്യമുള്ള വര്‍ ദര്‍ഘാസ്‌ ഫോറത്തിനായി 
പ്രിന്‍സിപ്പാള്‍ ഗവ. എഞ്ചിനീയറിംഗ്‌ കോളേജ്‌, തൃശ്ശൂര്‍ എന്ന 
വിലാസത്തില്‍ ബന്ധപ്പെടാവുന്നതാണ്‌. വൈകി കിട്ടുന്ന 
ദര്‍ഘാസുകള്‍ പരിഗണിക്കുന്നതല്ല. ഫോറത്തിനുള്ള 
അപേക്ഷയോടൊപ്പം ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വിലകൂടി 
ഉള്ളടക്കം ചെയ്യണം (%476+Postal charge) eden my 
ഫോറത്തിന്റെ വിലയായി ചെക്കുകള്‍, തപാല്‍ സ്റ്റാമ്പുകള്‍, 
ഡിമാന്‍ഡ്‌ (്രാഫ്റ്റുകള്‍ എന്നിവ സ്വീകരിക്കുന്നതല്ല. ദര്‍ഘാസ്‌ 
ഫോറങ്ങള്‍ വി.പി.പി. ആയി അയച്ചുകൊടുക്കുന്നതല്ല. 
ദര്‍ഘാസ്‌ ആവശുമുള്ള വര്‍ നേരിട്ടോ, തപാല്‍ മാര്‍ഗ്ഗമോ 
ദര്‍ഘാസിന്റെ വിലയും, തപാല്‍ ചാര്‍ജ്ജുമടക്കം മണിയോഡര്‍ 
ആയോ, പ്രിന്‍സിപ്പാള്‍, ഗവ. എഞ്ചിനീയറിങ്ങ്‌ കോളേജ്‌, 
തൃശ്ശൂര്‍ എന്ന വിലാസത്തിലോ ആവശ്യപ്പെട്ടാല്‍ 
ലഭിക്കുന്നതാണ്‌. നിരക്കുവിലയുടെ 1 % നിരത്ദ്രവ്യമായി 
(മിനിമം F 1500) ഡിമാന്‍ഡ്‌ രഡാഫ്റ്റ്‌ (പിന്‍സി പ്പാള്‍, 
ഗവ. എഞ്ചിനീയറിങ്ങ്‌ കോളേജ്‌, തൃശ്ശൂര്‍ എന്ന വിലാസത്തില്‍ 
ഉള്ളടക്കം ചെയ്യണം. ഇതിനുപുറമേ ₹ 220-ന്റെ മുദ്രപ്രതത്തില്‍ 
ഒപ്പിട്ട ഒരു ഉടമ്പടിയും സമര്‍പ്പിക്കേണ്ടതാണ്‌. കൂടുതല്‍ 
വിവരങ്ങള്‍ക്കായി ഗവ. എഞ്ചിനീയറിംഗ്‌ കോളേജ്‌ 
ഓഫീസുമായി ബന്ധപ്പെടേണ്ടതാണ്‌. 
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No. D4/4203/2020/GECTCR. 3rd December 2020. 


Sealed tenders are invited for Laboratory Experiment 
to Chemistry Department of Government Engineering 
College, Thrissur. 


Approximate Cost—% 1,48,500 


The envelopes containing the tender should bear the 
superscription “Tender No. D4/50/2020-21 due on 
20-1-2021 and should be addressed to the Principal, 
Government Engineering College, Thrissur, Kerala. 


Last date for receipt of tenders will be 20-1-2021, 
2 p. m. Late tenders will not be accepted. The tenders will 
be opened at Government Engineering College, Thrissur 
on 20-1-2021, 3 p. m. in the presence of such of the 
tenderers or their authorized representatives who may be 
present at that time. Intending tenderers may, on 
application to the Principal, Govt. Engineering College, 
Thrissur, obtain the requisite tender forms on which 
tenders should be submitted. Application for the tender 
form should be accompanied by a cash remittance of 
= 476 + Postal Charge (% 400 + 18% GST + 1% Flood 
Cess) which is the price fixed for a form/set of forms and 
which is not refundable under any circumstances. 
The tender forms are not transferable. Sale of tender 
forms will be closed at 12 Noon on 20-1-2021. Cheques, 
postage stamps, etc., will not be accepted towards 
the cost of forms, nor will the forms be sent per V.P.P. 


Tenders should be accompanied by EMD of 1%, 
subject to a minimum of ₹ 1,500, of the amount by DD 
drawn in favour of the Principal, Government Engineering 
College, Thrissur with an agreement in Kerala Stamp Paper 











worth & 220. Details can be had from the 
Govt. Engineering College Office working hours. 
SPECIFICATIONS 
SI. 5 ം 
a. tems Quantity 
1 Digital multimeter 5 
2 Digital water bath attached 
with thermostat 
3 Wrist action shaker (four flasks) 1 
4 Polarimeter 1 
5 Digital colorimeter 3 
6 Digital pH meter with combined 3 
glass electrode 
7 Platinum electrode 4 
Calomel electrode 
9 Digital sensitive thermometer (0.1 degree) 5 
0-100 degree 
10 Automatic burette 2 
Govt. Engineering College, (Sd.) 
Thrissur. Principal. 


370 


ലഘൂ ദര്‍ഘാസ്‌ പരസ്യം 
[നമ്പര്‍ 4/2020-21] 


നമ്പര്‍ സി/1216/2020. 2020 ഡിസംബര്‍ 22. 


തൃശ്ശൂര്‍ മഹാരാജാസ്‌ ടെക്നോളജിക്കല്‍ ഇന്‍സ്റ്ിറ്റ്യൂട്ടിലെ 
യു. പി. എസിലേക്ക്‌ ട്യൂബുലര്‍ ബാറ്ററികള്‍ (പഴയ ബാറ്ററികള്‍ 
വില നല്കി തിരിച്ചെടുക്കണമെന്ന വ്യവസ്ഥയില്‍), വിതരണം 
നടത്തി പപവര്‍ത്തനക്ഷമമാക്കുവാന്‍ താല്പര്യമുള്ള 


സ്ഥാപനങ്ങളില്‍ നിന്നും മുദ്രവച്ച ദര്‍ഘാസുകള്‍ ക്ഷണിക്കുന്നു. 


ഇനം-1277. 150൧൮ വ്ധാധ്ല 13ന്‌. C-10, with 4 


Years Warranty—10 ogempo 
GOSHO3 O}G—Z 1,60,000. 


ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില 
ഒറിജിനല്‍“ 476. 
ALYeflesag—X 238. 


രപാല്‍ വഴി 526. 


ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില്‍പ്പനയുടെ അവസാന 


തീയതിയും സമയവു൦-8-1-2021, 3 മണി. 


ദര്‍ഘാസ്‌ സ്വീകരിക്കുന്ന അവസാന തീയതിയും 


സമയവു൦൦19-1-2021, 2 മണി. 


ദര്‍ഘാസ്‌ തുറക്കുന്ന തീയതിയും സമയവും--19-1-2021, 


2.30 മണി. 


ദര്‍ഘാസ്‌ വില പണമായിദ്ദോ മണിയോര്‍ഡര്‍ ആയിട്ടോ 
മാത്രമേ സ്വീകരിക്കുകയുള്ളു. ദര്‍ഘാസുകള്‍ എല്ലാ പ്രവൃത്തി 
ദിനങ്ങളിലും 10 മണി മുതല്‍ 3 മണി വരെയുള്ള സമയങ്ങളില്‍ 
ഓഫീസില്‍നിന്നും നേരിട്ട്‌ വാങ്ങാവുന്നതാണ്‌. കേരള 
സര്‍ക്കാരിന്റെ ഓദ്യോഗിക വെബ്സൈറ്റില്‍ നിന്നും ടെണ്ടര്‍ 
ഫോറങ്ങള്‍ ഡൌണ്‍ലോഡ്‌ ചെയ്ത്‌ ഉപയോഗിക്കാവുന്നതാണ്‌. 
ടെണ്ടര്‍ ഫോറത്തിന്റെ വില ബാങ്കില്‍നിന്നും എടുത്ത ഡിമാന്റ്‌ 
(്രാഫ്റ്റായി ടെണ്ടറിനോടൊപ്പം സമര്‍പ്പിക്കേണ്ടതാണ്‌. ടെണ്ടര്‍ 
രേഖകള്‍, ദര്‍ഘാസ്‌ നമ്പര്‍, തീയതി എന്നിവ രേഖപ്പെടുത്തി 


മുര്ദവച്ച കവറിലാക്കി (പിന്‍സി പ്പാള്‍, മഹാരാജാസ്‌ 


ടെക്നോളജിക്കല്‍ ഇന്‍സ്റ്ിറ്റ്യൂട്ട, തൃശ്ശൂര്‍, ചെമ്പൂക്കാവ്‌-680 020 
എന്ന മേല്‍വിലാസത്തില്‍ അയയ്ക്കേണ്ടതാണ്‌. താമസിച്ചു 
ലഭിക്കുന്ന ദര്‍ഘാസുകള്‍ പരിഗണിക്കുന്നതല്ല. ഒറിജിനല്‍ 
ര്പമാണത്തോടൊപ്പം ആകെ അടങ്കല്‍ തുകയുടെ 1% 
നിരത്രദവ്യവും = 220 ന്റെ കേരള മുദ്രപ്പ്രതത്തില്‍ പ്രാഥമിക 


കരാര്‍പ്രതവും ഉണ്ടായിരിക്കേണ്ടതാണ്‌. 


ദര്‍ഘാസ്‌ തുറക്കുന്ന തീയതി മുതല്‍ ആറു മാസം വരെ 
വിലനിരക്കിന്‌ പ്രാബല്യം ഉണ്ടായിരിക്കേണ്ടതാണ്‌. ദര്‍ഘാസ്‌ 
ര്പമാണം കൈമറ്റം ചെയ്യാന്‍ പാടില്ലാത്തതാണ്‌. പഴയ 
ബാറ്ററികളുടെ വില ടെണ്ടര്‍ ഫോറത്തില്‍ പ്രത്കമായി 


രേഖപ്പെടുത്തേണ്ടതാണ്‌. 


12th Jan. 2021] STORES 


PURCHASE 
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[No. 4/2020-21] 


No. C/1216/2020. 22nd December 2020. 


Sealed competitive tenders are invited for the supply 
and installation of tubular batteries for Maharaja’s 


Technological Institutions, Thrissur. 


Supply & Installation of Tubular Batteris under buy 


back scheme. 
PAC—® 1,60,000. 
Cost of tender form (Inclusive of GST) : 
Original—% 476. 
Duplicate—% 238. 
By Post—% 526. 


Last date and time of sale of tender form—18-1-2021, 
3 p. m. 


Date and time of receipt of duly filled tender form— 
19-1-2021, 2 p. m. 


Date and time of opening and verifying of tenders— 
19-1-2021, 2.30 p. m. 


Specifications: 10 Nos. of 12V 150AH, C-10 Tubular 


batteries with 4 years warrenty. 


Cost of tender form should be remitted either in cash 
or by Money Order. Tender form can be obtained from the 
Principal, Maharaja’s Technological Institute, Thrissur from 


10 a.m. to 3 p.m. on all working days. 


Tender forms are not transferable. Cheques, Draft 
etc. will not be accepted as the price of tender form. 
Tender form should be enclosed with EMD, which is 1% 
of PAC amount and an initial agreement to be signed in 
the Kerala Stamp paper worth ® 220. Tender without 


EMD and agreement will be rejected unconditionally. 


Duly filled tender with all enclosure and 
superscribed with tender number and date, on cover, 
should be 


Technological Institute, Thrissur. The details of 


addressed to Principal, Maharaja’s 


equipments will be obtained along with the tender form. 


Maharaja’s Technological Institute, 
Chembukkavu, 
Thrissur-680 020 


(Sd.) 


Principal. 
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ലഘു ദര്‍ഘാസ്‌ ദീര്‍ഘിപ്പിക്കല്‍ പരസൃം 





[നമ്പര്‍ 3/2020-21] 


നമ്പര്‍ സി/13062020. 2020 ഡിസംബര്‍ 17. 


തൃശ്ശൂര്‍ മഹാരാജാസ്‌ ടെക്നോളജിക്കല്‍ ഇന്‍സ്റ്ിറ്റ്യൂട്ടിലെ 
സിവില്‍ (്രാഞ്ചിലേക്കാവശൃമായ മെഷീനറികള്‍ വിതരണം 
നടത്തി ഇന്‍സ്റ്റാള്‍ ചെയ്യാന്‍ താത്പരൃമുള്ള സ്ഥാപനങ്ങളില്‍ 


നിന്നും മുദ്രവച്ച ദര്‍ഘാസുകള്‍ ക്ഷണിക്കുന്നു. 
eomo—(1) Rockwel Hardness testing machine—1 No. 


(2) Compression Testing Machine 3000kn 
(Analogue)—1 No. 


അടങ്കല്‍ തുക-* 3,40,000. 


ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില 
ഒറിജിനല്‍“ 833. 
ഡ്യൂപ്ലിക്കേറ്റ്‌ 417, 


രപാല്‍ വഴി 883. 


ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില്‍പ്പനയുടെ അവസാന 


തീയതിയും സമയവു൦-14-1-2021, 3 മണി. 


ദര്‍ഘാസ്‌ സ്വീകരിക്കുന്ന അവസാന തീയതിയും 


MAMANO— 15-1-2021, 2 മണി. 


ദര്‍ഘാസ്‌ തുറക്കുന്ന തീയതിയും സമയവും--15-1-2021, 


2.30 മണി. 


ദര്‍ഘാസ്‌ വില പണമായിദ്ദോ മണിയോര്‍ഡര്‍ ആയിട്ടോ 
മാത്രമേ സ്വീകരിക്കുകയുള്ളു. ദര്‍ഘാസുകള്‍ എല്ലാ പ്രവൃത്തി 
ദിനങ്ങളിലും 10 മണി മുതല്‍ 3 മണി വരെയുള്ള സമയങ്ങളില്‍ 
ഓഫീസില്‍നിന്നും നേരിട്ട്‌ വാങ്ങാവുന്നതാണ്‌. കേരള 
സര്‍ക്കാരിന്റെ ഓദ്യോഗിക വെബ്സൈറ്റില്‍ നിന്നും ടെണ്ടര്‍ 
ഫോറങ്ങള്‍ ഡൌണ്‍ലോഡ്‌ ചെയ്ത്‌ ഉപയോഗിക്കാവുന്നതാണ്‌. 
ടെണ്ടര്‍ ഫോറത്തിന്റെ വില ബാങ്കില്‍നിന്നും എടുത്ത ഡിമാന്റ്‌ 
(്രാഫ്റ്റായി ടെണ്ടറിനോടൊപ്പം സമര്‍പ്പിക്കേണ്ടതാണ്‌. ടെണ്ടര്‍ 
രേഖകള്‍, ദര്‍ഘാസ്‌ നമ്പര്‍, തീയതി എന്നിവ രേഖപ്പെടുത്തി 


മുര്ദവച്ച കവറിലാക്കി (പിന്‍സി പ്പാള്‍, മഹാരാജാസ്‌ 
ടെക്നോളജിക്കല്‍ ഇന്‍സ്റിറ്റ്യൂട്ട്‌, തൃശ്ശൂര്‍, ചെമ്പൂക്കാവ്‌-680 020 
എന്ന മേല്‍വിലാസത്തില്‍ അയയ്ക്കേണ്ടതാണ്‌. താമസിച്ചു 
ലഭിക്കുന്ന ദര്‍ഘാസുകള്‍ പരിഗണിക്കുന്നതല്ല. ഒറിജിനല്‍ 
ര്പമാണത്തോടൊപ്പം ആകെ അടങ്കല്‍ തുകയുടെ 1% 
നിരത്രദവ്യവും = 220 ന്റെ കേരള മുദ്രപ്പ്രതത്തില്‍ പ്രാഥമിക 


കരാര്‍പ്രതവും ഉണ്ടായിരിക്കേണ്ടതാണ്‌. 


ദര്‍ഘാസ്‌ തുറക്കുന്ന തീയതി മുതല്‍ ആറു മാസം വരെ 
വിലനിരക്കിന്‌ പ്രാബല്യം ഉണ്ടായിരിക്കേണ്ടതാണ്‌. ദര്‍ഘാസ്‌ 


പ്രമാണം കൈമറ്റം ചെയ്യാന്‍ പാടില്ലാത്തതാണ്‌. 











12th Jan. 2021] STORES PURCHASE 56 
[No. 3/2020-21] SPECIFICATIONS 
SL sj gh 
Name of Item Specifications 
No. C/1306/2020. 17th December 2020. No. 
Sealed competitive tenders are invited for the supply 1 Rockwel Hardness _ Load (kgf): 60,100, 150 Initial 


and installation of machineries to the Civil Branch of this Testing Machine 


institution. 
1225 3,40,000. 
Cost of tender form (Inclusive of GST) : 
Original—% 833. 
Duplicate—% 417. 
By Post—% 883. 


Last date and time of sale of tender form—14-1-2021, 
3 p. m. 


Date and time of receipt of duly filled tender form— 
15-1-2021, 2 p. m. 


Date and time of opening and verifying of tenders— 
15-1-2021, 2.30 p. m. 


Cost of tender form should be remitted either in cash 


or by money order. Tender form can be obtained from the 
Principal, Maharaja’s Technological Institute, Thrissur from 2 Compression testing 
Machine (analogue 


disply) 3000kn 


10 a.m. to 3 p.m. on all working days. 


Tender forms are not transferable. Cheques, Draft 
etc. will not be accepted as the price of tender form. 
tender form should be enclosed with EMD, which is 1% 
of PAC amount and an initial agreement to be signed in 
the Kerala Stamp paper worth ® 220. Tender without 


EMD and agreement will be rejected unconditionally. 


Duly filled tender with all enclosure and 


superscribed with tender number and date, on cover, 


Load (kgf):10, 

Max. Test height (mm):215 
Depth of throat (MM) :132, Max, 
Depth of elevating screw 
below base (mm):220, 
Size of base (mm) Approx: 
425* 170, Max height (mm):650 
net weight:65Kg. 


Standard accessories: testing 
table 50mm dia-1No., Testing 
table-4O0mm dia with*V’ groove 
for round jobs 6-45mm dia-1 
No., Diamond indentor-1 No., 
Steel ball indentor 1/16”, dia 
1 No., Test block-HRC-1No., 
Test Block-HRB-1No., Allen 
spanners-3 Nos.,Clamping 
device:1No., Instructional 
mannual-1 Book 


Electrically operated, Capacity 
3000 kn having Analogue 
disply with peak value 
indicator, least count-not 
greater 1 kn, Vertical clearence 
not less than 400 mm, 
Horizontal clearance not less 
than 300 mm, Upper & Lower 
plate dia not less than 300 
mm, Ram travel-specimen 
size-100 mm and 150 mm 
cube and cylinder 





should be 


Technological Institute, Thrissur. The details of 


addressed to Principal, Maharaja’s 


equipments will be obtained along with the tender form. Thrissur-20. 
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Maharaja’s Technological Institute, 


(Sd.) 


Principal. 


